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That describes Champlin Oils 
in a few short words. We 
didn’t frame this phrase to 
make a high sounding ad. We 
lifted it from what Independ- 
ent Jobbers have been telling 
us for years. They got it from 
farmers and motorists who 
tried Champlin Oils and came 
back for more----and that’s 
what you. want---Oils that sell 
and stay sold. 


Gasoline Pipeline Terminals and 
Complete Stock of Lubricants at 
Hutchinson, Kansas, Superior, Ne- 
braska (new terminal Rock Rapids, 
lowa ready in April) .. . Warehouses 
at Lincoln, Omaha, Grand Island and 
Superior, Nebraska, Mason City, lowa, 
Denver, Colorado and . Springfield, 


Missouri. 


CHAMPLIN REFINING COMPANY 
Enid, Oklahoma 


PRODUCERS @ REFINERS @ MARKETERS 


GASOLINE @ TRACTOR AND MOTOR OILS @ GREASES @ KEROSENE @ BRIGHT STOCK e@ NEUTRAL OILS 
TRACTOR FUELS @ DISTILLATE @ LIVESTOCK AND HOUSEHOLD SPRAYS. 


FEBRUARY 21, 1940 





HEADS PETROLEUM DIVISION OF THE AIMLE. 


Thomas Verner Moore 


THIRTY-TWO years old and chairman 

of the Petroleum Division of the Amer- 
ican Institute of Mining and Metallurgical 
Engineers for 1940—that is the distinction of 
Thomas Verner Moore, of Houston, Tex. He 
is head of the Production Research Depart- 
ment of Humble Oil and Refining Co. 





Mr. Moore has crowded a lot of school- 


ing and practical experience into his 32 
years. 


Born in Omaha, Nebr., Sept. 5, 1907, he has resided in Texas 
since 1913. After his graduation from Virginia Military Institute in 
1925 with a science degree, he decided definitely on an engineer- 
ing career. He entered Rice Institute in Houston, receiving a de- 
gree in chemical engineering. His employment with Humble be- 
gan in 1927, leaving during a portion of 1928 and 1929 to receive 
a masters degree at M.I.T. In 1933, he became head of the com- 
pany’s production research department. 


& Mr. Moore's outstanding work has been in determining the 
relationship between rate of oil and gas production and rate of 


decline of reservoir pressures. His forecasts of reservoir pressures 


in East Texas field were not generally accepted in early life of the 


field, but actual performance has shown his calculations were cor- 
rect. 


He is a prolific author of technical papers, has been very active 
in A.I.M.E. affairs and was a leader in forming the present Gulf 
Coast Section of that organization. 
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API. Sets Up 


District Units 
For Marketing 


N. P. N. News Bureau 

NEW YORK, Feb. 19.—Amer- 
ican Petroleum Institute’s Divi- 
sion of Marketing met here Feb. 
14, and to facilitate the admin- 
istration of the division, ap- 
proved a plan to divide the U. S. 
into five districts, Eastern, 
Southern, Central Rocky Moun- 
tain, and Pacific Coast, with a 
chairman and marketing com- 
mittee for each district. 

After conference with the gen- 
eral committee, Chairman of 
API’s Marketing Division, E. V. 
Weber, Cincinnati, Eureka Oil 
Co., appointed H. W. Dodge, 
New York, The Texas Co., chair- 
man of the Eastern Division; T. 
M. Martin, El] Dorado, Ark., Lion 
Oil Refining Co., chairman of 
the Southern Division; B. L. Ma- 
jewski, Chicago, Deep Rock Oil 
Corp., chairman of the Central 
Division; W. H. Ferguson, Den- 
ver, Continental Oil Co., chair- 
man of the Rocky Mountain Di- 
vision, and R. K. Davies, San 
Francisco, Standard of Cali- 
fornia, chairman of the Pacific 
‘Coast Division. The chairman 
of each division will appoint 
members of the regional com- 
mittees. 

In addition, the marketing di- 
vision appointed seven members 
to a “Program Committee”. 
They are: Walter L. Faust, 
Socony-Vacuum Oil Co., chair- 
man; S. B. Eckert, Philadelphia, 
Sun Oil Co.; L. T. Kittinger, 
New York, Shell Oil Co.; A. A. 
Stambaugh, Cleveland, Stand- 
ard Oil Co. of Ohio; Edwin S. 
Hall, New York, Standard Oil 
Co. of N. J.; Harry T. Klein, 
New York, The Texas Co., and 
Roy T. Osborn, New York, Sin- 
clair Refining Co. This com- 
mittee will plan details of pro- 
grams for the regional divisions 
and also marketing program 
for the annual meeting of the 


Institute at Chicago, Nov. 11 
tO: Id. 
It was decided that no mar- 


keting group “sessions” would 
be held at the mid-year meeting, 
May 27 to 31 at Fort Worth, 
Texas. 


Ethyl Argument Set 


WASHINGTON Argument 
of the Ethyl Gasoline Case, in- 
volving jobber licenses, is sched- 
uled for hearing by the U. S. 
Supreme Court late this month 
or early next month. 


First to Testify 





A. Hill, 


George 
Tex., opens oil industry’s fight 
against federal oil control be- 
fore Cole oil sub-committee at 
Washington 


Jr., Houston, 


| Possibility 


Industry Opens Fire 
On Federal Oil Bill 


By Teletype 
N. P. N. News Bureau 
WASHINGTON, Feb. 20. 
that a “federal oil 
control” bill which would apply 
only to those states which do 
not now have conservation laws 
might be substituted for the 
broad federal control bill now 
before the Cole Oil Subcommit- 
tee was seen by some observers 
here today, as the sub-commit- 
tee continued to hear witnesses 
condemn the bill as unconstitu- 
tional, unnecessary, dictatorial, 
and the first step toward com- 
plete federal control of all in- 
dustry. 

This possibility was based on 
the premise that opposition to 
the present bill (HR 7372) from 
the industry and the oil states, 
plus the known opposition of 
Republican legislators to any 
type of federal regulation of this 
sort, would prevent any floor 


26-Word Code Recommended 
By Kentucky Oil Marketers 


LOUISVILLE, Ky., Feb. 15. 
The fourteenth annual conven- 
tion of the Kentucky Petroleum 
Marketers Ass’n. at Louisville, 
February 14th and 15th, ap- 
proved the adoption of probably 
the shortest trade code on rec- 
ord. That code said: 


“The lending, leasing, 
loaning, selling or other- 


wise furnishing of service 
station equipment of all de- 
scriptions to dealers or con- 
sumers is hereby declared 
an unfair trade practice.” 
In the recommendation of the 
Jobbers of the Ken- 
tucky association, they put in a 


Division 


lot of whereases, but they are 
all the effect that the Fed- 
eral Trade Commission be pe- 
titioned to institute this one 
sentence as a code. If this were 
done, and the code enforced 
and it worked, there would be 
plenty of time to add other pro 
visions. It of 
the the association 
that 


to 


was the opinion 
members of 
perhaps hy 


one reason W 


previous codes have not lasted 
and one reason why the FTC 
has not agreed to inaugurate a 
new code, is because codes are 
generally long and complicated 
and troublesome. 

L. J. Connelly of Louisville, 


Continental Oil Co., an _ inde- 
pendent marketing company, 
acted as chairman of the Job- 


bers Division, which produced 
this world’s briefest code. 

More than 100 members at- 
tended the meeting of the as- 
sociation. They re-elected for 
the third time Sewell C. Harlin, 
independent oil marketer of 
Glasgow, Ky., and head of Cen- 
tral Oil Co., as president; C. E. 
Bauer, Louisville, Continental 
Oil Co., first vice president; and 
A. J. Sehlinger, of Louisville, 
Mid-Continent Petroleum Corp., 
second vice president. The di- 
rectors C. W. Healy, Louisville, 
Gulf Refining Co., and W. S. 
Glore, Jr., Danville, Ky., Glore 


Oil Co., were re-elected, and 
Fred Stokes, Hickman, Ky., 
Newton Oil Company, was 
elected a new member of the 
board. Herbert L. Clay was 
(Continued on page 6) 


consideration of the measure, 
as well as from the type of 
questioning by committee mem- 
bers during the hearings, and 
particularly the past two days. 

Committee members question- 
ing witnesses have consistently 
returned to the problems of Cali- 
fornia and Illinois, asking if the 
oil industry itself did not feel 
these states should be regulat- 
ed. In most cases, witnesses 
have declared the belief that 
Illinois and California would 
soon pass conservation laws and 
align themselves with the other 
producing states. 


Hill Leads Off 


Lead-off witness for the oil 
industry on Monday was George 
H. Hill, Houston Oil Co. 

First witness at the Tuesday 
session was Andrew F. Schoep- 
pel, vice chairman of the Inter- 
state Compact Commission, who 
presented a_= paper _pre- 
pared by Hiram M. Dow 
of New Mexico on behalf 
of the commission. It was chief- 
ly a factual outline of the or- 
ganization and work of the com- 
pact, and concluded: 

“We feel that with such a rec- 
ord behind it all the . . . com- 
pact needs and asks is unham- 
pered freedom to carry on the 
moulding of public opinion 
which it has set as its goal, to 
the end that the general uni- 
formity of laws, and their en- 
forcement, will in the near fu- 
ture become ideal in all oil pro- 
ducing states.” 

Pursuing the line of question- 
ing used on other witnesses, 
Rep. Wolverton sought to find 
out from Mr. Schoeppel what 
went on at the August meeting 
of the compact which preceded 
the shutdowns of last August. 
The witness said Col. E. O, 
Thompson, former chairman of 
the commission, who is ill in 
Austin, would be the best wit- 
ness to tell of that, and it was 
arranged to have both Col. 
Thompson and Mr. Dow, also 
ill in a Washington hotel, ap- 
pear before the committee at a 


later date. 
Mr. Wolverton’s remarks 
about witnesses being ill who 


could tell the committee what it 

wanted to know, led former 

Gov. William Holloway, Okla., 
(Continued on Q) 


page 





6 NATIONAL PETROLEUM NEWS, 


WEDNESDAY, FEBRUARY 21, 


1940 





North Carolina 


Marketers 


To Seek Price-Posting Law 


N. P. N. News Bureau 
RALEIGH, N. C., Feb. 15. 

An amendment to the North 
Carolina fair trade law to re- 
quire posting of petroleum prod- 
ucts prices by all sellers 
sale and retail 
herence to 


whole- 
and strict ad- 
posted prices, will 
be sought at the next session 
of the Tarheel legislature in 
1941, by the North Carolina 
Oil Jobbers’ Ass’n. 

The amendment sought would 
also make sales to commercial 
consumer accounts at prices be- 
low those to jobbers, who take 
equal or larger quantities, un- 
lawful. It has not yet been 
drafted, but was broadly out- 
lined at the meeting of the job- 
bers’ group here Feb. 14 by its 
president, John W. Parker, New 
Bern, of Coastal Petroleum Co., 
and secretary, E. B. Juliber, 
Greensboro. 

Another portion of the job- 
bers’ 1941 legislative program, 
proposed by its board of direct- 
ors and agreed to at the meet- 
ing, is an effort to securé an 
increase in the shrinkage—loss 
allowance (“tare”) granted oil 
distributors in the state. At 
present the allowance is 1%, 
and it is hoped to double this, 
through personal contact with 
legislators by the _ individual 
members of the association. 

‘Bring the Meeting to You’ 

President Parker and Secre- 
tary Juliber announced at the 
meeting that “group” gather- 
ings will be held in nine cities 
of the state-—-one each week 
beginning the first week in 
March. for the purpose of 
“bringing the meeting” to job- 
bers who otherwise are unable 
to attend general statewide 


meetings, because of the length 
of the state (almost 600 miles.) 

It is the plan to hold these 
meetings within the areas 
wherein reside the association’s 
nine directors, and by this 
means to work up a larger in- 
terest in the association, which 
now has as members about 60 
per cent of the state’s jobbers. 
The group meetings will be so 
spaced that at least one of 
them will be within a 50-mile 
drive of every jobber in the 
state. 

First meeting will be held at 
Washington, and will be fol- 
lowed with sessions at Golds- 
boro, Rocky Mount, Fayetteville, 
Durham, Hickory, Winston- 
Salem, Charlotte, and Asheville. 

President Parker reported on 
arrangements for “group” buy- 
ing (see accompanying article 
on this page). 


Gubernatorial Candidate Talks 


Speaker at the jobbers’ ses- 
sion was J. M. Broughton, Ra- 
leigh, one of the six candidates 
for the democratic guberna- 
torial nomination, who told the 
oil men he did not think diver- 
sion was any issue in the forth- 
coming gubernatorial campaign, 
since all six candidates had de- 
clared themselves agzinst it. 

While he pledged himself to 
“maintain the integrity” of the 
road fund in the state, if elected, 
Candidate Broughton said he 
did not favor a constitutional 
amendment, because the consti- 
tution was a document wherein 
are stated great, broad princi- 
ples, rather than a document to 
have legislation “tacked” onto 


Next general statewide meet- 
ing will be held in May, it was 
announced; probably in Greens- 
boro. 


‘Group Buying’ of Equipment Planned 
By North Carolina Oil Jobbers Assn. 


RALEIGH, N. C., Feb. 15. 
Arrangements are being com- 
pleted for members of the North 
Carolina Oil Jobbe:s Ass’n. to 
buy gasoline pumps, hose, com- 
pressors, and other service sta- 
tion equipment “at the same 
discount as their major-com- 
pany competitors,” according to 
John W. Parker, New Bern, of 
Coastal Petroleum Co., _presi- 
dent, reporting at the associa- 
tion meeting here Feb. 14. 

Late in January, after talk- 


ing with a number of pump 
manufacturers’ representatives, 
Mr. Parker reported, he, as an 
individual, entered an order for 
90 computing pumps of a cer- 
tain make, deliverable within 
90 days. Members were in- 
formed that, if they took all 
of these pumps within the spe- 
cified time, they would get a 
“major purchaser’s discount.” 
The “group buying” plan is 
handled through Mr. Parker, 
although it is an association ac- 
tivity, having heen approved by 


the board of directors. 

The procedure was explained: 
Marketers desiring to buy a 
pump or two, or a dozen, notify 
Mr. Parker. He orders them on 
his account, asking that the 
pumps be sent to him care of 
the purchaser, at the purchas- 
er’s address. When delivered, 
the purchaser honors a sight 
draft accompanying them. 

The “group buying” plan is 
being used as an argument to 


bring new members into the as- 
sociation. E. B. Juliber, associa- 
tion secretary, in making the 
rounds of North Carolina mar- 
keters, is pointing out that 
“savings” on one purchase as a 
result of “group buying” will 
more than pay for a year’s as- 
sociation dues in many _in- 
stances. Discounts range from 
10% upwards, depending on 
type of equipment, Mr. Parker 
explained. 


26-Word Code Recommended 
By Kentucky Oil Marketers 


(Continued from page 5) 
as usual retained as the secre- 
tary and treasurer. 

On the opening day, Feb. 14, 
Terry P. Smith, banker of May- 
field, Ky., told the members to 
beware of new theories and 
ideas and that sound business 
was still based upon the time- 
honored fundamentals of good 
business management. 

Warren C. Platt, editor of 
NATIONAL PETROLEUM 
NEWS, discussed some of the 
oil industry’s current problems. 


Oil’s Talking Points Cited 


The second day Carl Barker, 
St. Louis, public relations di-| 
rector of Shell Oil Co. Inc., told 
the members of all the various 
interesting information which 
could be told to the public to 
give it a different conception of 
the oil industry — information 
concerning each member's re- 
lationship with the public, the 
number of employes the indus- 
try has, the number of stock- 


jholders, its patronage of other 


industries, and so on. 

Harry M. Rugg, automotive 
engineer in charge of the De- 
\troit office of the Pennsylvania 
‘Grade Crude Oil Association, 
| told of recent improvements in 
\lubricating oils made to meet 
the exactions of modern high 
|speed and high pressure bear- 
ings and high speed engines. _ 

Elmer Wheeler, professional 
sales lecturer of New York, 
‘gave an inspirational as _ well 
as practical sales talk. 

The annual dinner was Thurs- 
day night. A professional hu- 
morist talked. There was an 
orchestra and vocalists. 


Truck Tax Fought 


While the association was in 
session, there was pending in 
the State Legislature at Frank- 
fort, a bill to tax oil trucks 
$25 each for each county that 
they traveled through. It was 


stated that this was done in 
order to raise some $80,000 to 
advertise the state and get tour- 
ists there. Members of the as- 
sociation sent in their protests 
by wire and telephone so that 
the last day of the session Sec- 
retary Clay was able to an- 
nounce that the bill had been 
amended and the tax cut to $15 
per truck, with no extra charge 
for the counties that it trav- 
ersed. However, this bill was 
up for final passing at once. 

Mr. Clay explained the feel- 
ing in the state legislature was 
that the oil industry was the 
only benefactor from _ tourist 
business, whereas, he pointed 
out, the average tourist spent 
only 20c out of every dollar 
for transportation and that all 
the oil man actually got out of 
this 20c, after taxes, costs and 
everything else was paid, was 
about 1'*c. He said it would be 
better if the state fixed up a 
lot of its roads before it 
started any advertising and let 
those better roads do some of 
the advertising for the pres- 
ent time. 


DemurrersOverruled 
In West Coast Case 


N. P. N. News Bureau 
LOS ANGELES, Feb. 13. — 
Federal Judge Paul J. McCor- 
mick today overruled demurrers 
interposed by the Fair Practices 
Ass’n., the California Independ- 
ent Refiners Ass’n., and 21 in- 
dependent oil companies to an 
indictment charging conspiracy 
to violate the Sherman Anti- 
Trust Act. Counsel for major oil 
companies did not join in urg- 
ing the demurrers. On March 
12 more extended argument is 
expected when applications for 
bills of particulars are sched- 
uled to be presented by counsel 
for the major and secondary 
companies, as well as for a 
number of independent firms. 





Fri | 
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First Wage-Hour Oil Case 
Decided Against Marketer 


N. P. N. News Bureau 
WASHINGTON, Feb. 19.—A 
federal court in South Carolina 
has issued an injunction against 
a Charlotte (N.C.) oil jobbing 
concern, ordering it to “cease 
violating” the federal wage- 
hour law, and to pay more than 
$2000 in back wages and over- 
time due six employes. 

It is the first case under the 
wage-hour law involving an oil 
company that has come to light. 
Wage-Hour officials here said 
they did not think it would be 
appealed. Even so, the case may 
not be decisive of a local oil 
marketer’s status under the law 
as the defendant made some 
shipments across the state line, 
ten miles away, into South 
Carolina. 

The company is Pennsylvania 
Oil Co., operated by E. R. Mil- 
ler and J. C. Miller, of Jeffer- 
son, S. C. It is a lubricating oil, 


fuel oil and kerosine jobbing | 
about 16 


concern, 
persons. 

Complaint of the Wage-Hour 
Division alleged the company 
did not pay certain of its em- 
ployes (two in its office and 
four in its warehouse) the mini- 
mum wage of 25 cents 
hour, as required up to Oct. 24 
last year, and 30 cents per hour 
since that time, and that it did 
not pay time-and-a-half for over- 
time over 44 hours up to last 
Oct. 24 and 42 since that time, 
as required. 

Defendants were also charged 
with failure to keep adequate 
records, and with shipping in 
interstate commerce goods han- 
dled by persons paid sub-mini- 
mum wages and working ex- 
cess hours without overtime. 
After issuance of the injunction 
and the order to pay the back 
wages, the criminal proceedings 
against the Millers were drop- 
ped. 

Contacted over long-distance 
telephone by NATIONAL PE- 
TROLEUM NEWS, officials of 
the company declined to enlarge 
further upon the case. 


employing 


Ship Outside the State 


The company’s supplies come 
by tank car from Pennsylvania 
and other points outside the 
state, as well as by transport 
truck 


from ocean’ terminals 
within the state. Some _ ship- 
ments from the company’s 


plant, both in bulk and in cans, 
go outside of the state, it is 
understood. 

The Millers were in the gaso- 





per | 


line and oil jobbing business at 
Jefferson for a number of years, 
before selling out to a distrib- 
utor for a major company. The 


Charlotte concern is of com- 
paratively recent origin, job- 


bing other petroleum products 
than gasoline. In addition, the 
Millers run a fertilizer concern 
at Jefferson. 


Octane Study Spurs 
Interest in Meeting 
Of W.P.R.A., April 1 


N. P. N. News Bureau 
TULSA, Feb. 19.—The tech- 
nical and general sessions of 
the 28th annual convention of 
the Western Petroleum Refin- 
ers Ass’n. at Wichita, Kans., 
March 31 through April 3 are 
expected to be the most im- 
portant held in the 
years. 


past few 

Confusion now existing over 
octane number’ determination 
makes the report of the spe- 
cial sub-committee of the as- 
sociation’s octane committee of 
unusual importance. This re- 
port, drafted following a care- 
ful study of the situation by the 
committee, will be presented at 
the first general session, the 
afternoon of April 1. 

In addition to a discussion of 
octane rating at the general ses- 
sion, plans are being completed 
for a similar discussion at the 
technical meetings. The discus- 
sions will be tied into papers 
pertaining to the newest meth- 
ods of refining and treating. 

The Ethyl Gasoline Corp. 
again will be host at a buffet 
supper, the one this year to be 
held the evening of March 31. 
The annual dinner dance will 
be held the night of April 2. 

On the morning of April 3 
members will be taken by bus 
to Augusta, Kans., as guests 
of Socony-Vacuum Oil Corp., to 
see the recently _ installed 
Houdry unit at the corporation’s 
White Eagle division refinery. 


Correction 


Front cover of NPN, Feb. 14, 
stated that Shell Oil Co. was 
“only company to meet Cali- 
fornia Standard’s crude _ price 
cut.” This was incorrect as it 
was not Shell, but Richfield Oil 
Corp. that cut crude price. Ar- 
ticle on Page 21 of that issue 
gave correct version. 
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FTC Explains Its Reasons 


For Turning Down Oil Code 


WASHINGTON, Feb. 19. 


N. P.N. News Bureau 


Federal Trade Commission has 


given the proposed voluntary oil marketing code “much study 


and consideration” but has found no way “thus far 


bring the proposals 
interest.” 


to 


into harmony with the law and _ public 


That, briefly, is the substance of a letter just received by 


Sen. Elmer Thomas, Okla., from the FTC. 


Sen. Thomas had 


written the commission inquiring about status of the oil code. 
Full text of the commission’s letter follows: 


Hon. Elmer Thomas, 
United States Senate, 
Washington, D. C. 

My dear Senator Thomas: 

This is in further response to 
vour letter of January 29, 1940, re- 
garding trade practice proceedings 
for the Petroleum Industry and, in 
effect, indicating you have been in- 
formed that members of a com- 
mittee of the industry have been re- 
questing the Commission to devise 
and approve certain trade practice 
rules for the industry, but that the 
Commission has taken no action 
since such request was made, in 
February, 1939. 

In reply we beg to 
any such claim that 
sion has taken no action in the 
premises is in error. Not only was 
action taken in September, 1937, on 
the rules and proposals presented 
by the industry committee, but 
thereafter and subsequent to Feb- 
ruary, 1939, the date to which you 
refer, much study and considera- 
tion was also given to the ques- 
tions involved, with the result that 
thus far no way has been found to 
bring the proposals into harmony 
with the law and the public interest. 


that 
Commis- 


advise 
the 


In the proceeding which came be- 
fore the Commission, a committee 
of three persons, designated as “The 
National Committee for the Pe- 
troleum Industry,” C. E. Arnott, 
Chairman, submitted for Commis- 
sion approval certain proposed 
rules. These were duly considered, 
passed upon, and rejected by the 
Commission, which action was pub- 
licly announced under date of Sep- 
tember 5, 1937. 

The rules were rejected, as stated 


in the release, because their ap-. 
proval or acceptance “would be 
contrary to law and the public in- 
terest.” The Commission at the 
same time ordered that the _ in- 
dustry be accorded full opportunity 
to present to the Commission for 


its consideration such amendments 
of or substitutions for the rejected 
rules as are in harmony with the 


law. At no time since has the in- 
dustry submitted any _ specific or 
concrete amendments or substitute 
rules. 


Meanwhile the Madison oil prose- 
cutions under the antitrust laws 
got under way and no further mat- 
ters were submitted by the _ in- 
dustry. Moreover, it was under- 
stood that the Department of 
Justice did not desire the Commis- 
sion to proceed with rules during 
this period because of possible 
complications which might arise in 
relation to the antitrust proceed- 
ings. 

Subsequently two or three per- 
sons, including Mr. Arnott, conferred 


informally with members of the 
Commission’s staff and requested 
that the matter be given further 


study and that rules of the type de- 
sired by such members on _ price 
posting, lease and of filling 
station equipment and on various 
other subjects might be prepared 
for their consideration if it be 
found possible to bring the require- 
ments within the properties of the 


loan 


iaw so they might be approved by 
the Commission. 
Accordingly, further consideration 


was 
They 
how 


posals 


given and 
have not, 
the industry 
might be 
tioned without 
illegal results 


‘eS and 


studies were made. 
however, revealed 
committee’s pro- 
imposed and sanc- 
bringing about 
such as control of 


restraint of trade through 


agreement or combination of com- 
netitors. It is the policy of the 
Commission not to give sanction to 
undertakings which might have a 
dangerous tendency to _ effectuate 
unlawful restraints of trade. 

The following brief statement 
some of the crucial 
in the matter of trade. practice 
rules as presented by members of 
the industry committee will be suffi- 
cient, we believe, to make apparent 
the serious question of illegality in- 
herent in the subject. 


of 
points involved 


As to price posting, the proposals 
to the Commission seek to have it 
require by rule that each filling 
station operator and marketer of 
gasoline throughout the country 
shall post his selling price and shall 
be required to sell only at such 
posted price to all his various cus- 
tomers. While it is probably the un- 
doubted right of each businessman 
to nost his selline price or not to 
post it, as he in his individual dis- 
cretion sees fit, it becomes a serious 
matter when attempt is made to 
require by rule or agreement among 
competitors that each shall post 
his price and shall sell only at such 
posted price. Neither the law as 
presently interpreted nor the public 


interest appears to justify or war- 
rant approval or sanction of such 
arrangement. 

In the matter of leasing and 


loaning of filling station equipment, 
the rule sought is to the effect that 
jobbers, wholesalers, refiners, shall 
be prohibited from leasing or loan- 
ing pumps, tanks or other equip- 
ment to filling station owners; or, 
in other words, they are to be pro- 
hibited from assisting small busi- 
nessmen or others in establishing 
or operating filling stations. More 
specifically, the proposal was that 
hereafter no producer, jobber, re- 


finer, 
dealer 


distributor 
“construct, lease, 


wholesaler, 
shall 


or 


lend, | 


furnish, install, or re-locate pumps, | 


tanks, driveways, 
canopies, air compressors, lubricat- 
ing oil storage or dispensing equip- 
ment, grease lifts or pits, 
equipment, grease guns, air towers, 
light poles, flood lights, material 
for driveways, buildings or canopies 
or any other equipment of 
character whatsoever used or use- 
able in connection with the storage, 


buildings, | 


grease | 


any} 


display, sale or consumption of pe-| 


troleum products (excepting only 
oil burners and storage tanks con- 
nected therewith, pump globes and 
the usual advertising signs) for or 
to anyone engaged in the sale or 
delivery of petroleum products to 
consumers or for or to consumers.” 


Besides the question as to the 
want of legality in imposing such 
requirement, it appears that the 
chain filling stations owned by the 


major oil companies would still have 
their pumps, tanks and other equip- 
ment furnished by the refiners or 
producers, but the rule as proposed 
would operate to deprive the com- 
peting independent filling station 
operator from receiving similar 
equipment or assistance from re- 
finers or producers or from any 
other vendor of petroleum products. 

The propriety of similar restric- 
tions even in relation to Section 3 
of the Clayton Act was rejected by 
the Supreme Court in a series of 
Commission cases against the Stand- 
ard Oil Company (N. J.), Sinclair 
Refining Company, Gulf Refining 
Company. Maloney Oil & Mfg. Com- 
pany (261 U. S. 463). 

The proposed rules involved other 
legal questions, such as lack of Fed- 
eral jurisdiction over local retail 
filling stations not operating in in- 
terstate commerce, which is essen- 
tial to Federal jurisdiction. 

The matter of trade practice rules 
for the Petroleum Industry is close- 
ly related to enforcement of the 
antitrust laws. The Commission has 
co-operated with the Department of 
Justice in avoiding any action which 
might interfere with their enforce- 
ment of such laws. The Commission 
has given this point much attention, 
particularly in view of the fact that 
the Department of Justice 
some time been proceeding against 
various groups in the oil industry, 
such as the Madison oil prosecu- 
tions; investigation and indictment 
of major oil companies and others 
in the Pacific Coast territory; and 
other proceedings by the Depart- 
ment. 

_I trust this supplies the informa- 
tion desired and that it will assist 
you in a correct understanding of 
the situation. 


By direction of the Commission. 
Yours very sincerely, 
(signed) Ewin L. Davis 

Chairman, 


Chicago Inventors Honored 


At ‘Modern Pioneers’ Dinner 


N. P. N. News Bureau 

CHICAGO, Feb. 20.—Nine oil 
industry will re- 
dinner here 
work in- 
ventors in the 
field of refining. 
These men are among the more 


technologists 
awards 
tonight, 


ceive at a 
their 


pioneers 


for 
and 


as 


petroleum 


than 500 “Modern Pioneers on 
the American Frontiers of In- 
dustry” being honored this 


month in a nation-wide series of 
dinners from New York to San 
Francisco. 


The dinners, sponsored by the 


National Ass’n. of Manufactur- 
ers, are in observation of the 
150th anniversary of the Ameri- 


em 


and will give 


can patent syst 
1ition to outstand- 


publie recogn 


ing contemporary inventors and 
research workers. The Chicago 
regional dinner takes in Illinois, 
Wisconsin, Indiana and Iowa, 
and is sponsored by the Illinois 
and Wisconsin Manufacturers 
Ass’ns., as well as by the -na- 
tional association. 


Over 1000 nominations for 
Modern Pioneer awards were 
received by the N.A.M. as a re- 
sult of a nation-wide search 
started eight months ago. The 
more than 500 award winners 
were selected from among these 
by a committee of distinguished 
scientists headed by Dr. Karl T. 
Compton, president of Massa- 
chusetts Institute of Tech- 
nology. From among the local 
award winners, 19 will be 
chosen to be honored at a din- 
ner in New York Feb. : 


ai. 


has for) 


| the 


Oil men to be honored at the 
Chicago dinner include: 

Cary R. Wagner, chief chem- 
ist and chairman of the refin- 
ery control board of Pure Oil 
Co. He has been issued over 20 
patents and his work in the de- 
velopment of high pressure 
thermal polymerization of ole- 
finic gases is said to be out- 
standing. 

Dr. Thomas Hunton Rogers, 
associate director of Whiting 
Research Laboratory, Standard 


Oil Co. of Indiana, and Dr. 
Vandeveer Voorhees, develop- 
ment and patent department, 


Standard Oil Co. of Indiana. Dis- 
coveries by both of these men 
proved that, by adding small 
amounts of certain organic 
chemical substances to gasoline 
the formation of injurious sub- 
stances can be prevented. 


U. O. P. Men Honored 


Joseph G. Alther, vice-presi- 
dent, Universal Oil Products Co. 
His outstanding invention is the 
Universal Equiflux furnace. 

Carbon P. Dubbs, consultant, 
Universal Oil Products Co. He is 
being honored for inventing the 
method of producing gasoline 
from heavy oil, which bears his 
name, doubling the gasoline 
yield from crude oil. 

Gustav Egloff, director of re- 
search, Universal Oil Products 
Co. Among his many inventions 
is multiple-coil cracking by 
means of which different frac- 
tions of petroleum of different 
characteristics can be cracked 
at the same time. 

Prof. Vladimir N. Ipatieff, di- 
rector of Chemical Research, 
Universal! Oil Products Co. Out- 
standing among his inventions 
is the catalytic polymerization 
process for producing polymer 
gasoline from cracked gases. 

Dr. Jacque C. Morrell, asso- 
ciate director of Research, Uni- 
versal Oil Products Co. He has 
approximately 300 patents to 
his credit, among them inven- 
tions in daily use in the refin- 
ing industry. 

Otto Behimer of Oak Park, 
formerly associated with The 
Texas Co., whose achievements 
were discoveries incorporated in 
Holmes-Manley cracking 
process. 


Ask Dismissal of San Pedro Suit 
N. P.N. News Bureau 
WASHINGTON, Feb. 19.-—In- 
terior Department has asked the 
District of Columbia Court of 
Appeals to dismiss—-for lack of 
jurisdiction the cases brought 


by Raymond M. Hudson, Wasn- 
ington attorney, on behalf of a 
group of Californians seeking to 
compel granting of oil leases by 
th: 


the federal government in 


valuable San Pedro field. 
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Industry Opens Fire 
On Federal Oil Bill 


(Continued from page 5) 


to assert that there was no at- 
tempt being made to conceal 
anything, which he said he in- 
ferred was in Mr. Wolverton’s 
mind. 


“That’s so ridiculous that it 
seems ridiculous to even an- 
swer it,” Mr. Wolverton retort- 
ed, assuring him that there was 
no such feeling on the part of 
the committee, ‘but,’ he added, 
“we do wonder if some witness 
couldn’t tell us about this meet- 
ing.” 

Jack Blalock, Houston attor- 
ney, following Mr. Schoeppel, 
outlined a brief which his law 
firm had prepared to show that 
under court decisions and law 
(HR 7372) the federal control 
bill, “is unconstitutional.” 

He was scheduled to be fol- 
lowed by Ralph J. Schilthuis, 
Humble engineer. 


George Hill Testifies 


First industry witness to ap- 
pear on Monday was George A. 
Hill, Jr., of Houston Oil Co. He 
said that the Cole Bill parades 
under the ‘false labels” of na- 
tional defense and regulation of 
interstate commerce because 
the federal government lacks the 


constitutional power for such 
“seizure of control” as_ the 
measure proposes. 

Mr. Hill condemned the bill 


as a trend toward a new con- 
ception of governmental policy, 
centralizing control at Washing- 
ton. He said the bill was ad- 
mittedly only “preliminary” 
legislation, designed to lead to 
more stringent control later. 

Mr. Hill also filled out the pro- 
gram for the industry’s presen- 
tation, naming Frank Buttram, 
president of Independent Petro- 
leum Assn. of America as the 
witness who will discuss “land 
and royalty owners,” Paul 
Greever, of Cody, Wyo., as rep- 
resentative of the Rocky Moun- 
tain Oil and Gas Assn., and E. 
H. Moore, independent producer 
of Tulsa and IPAA representa- 
tive, as the witness who will dis- 
cuss “wildcatting.” 

He also announced that Presi- 
dent J. C. Hunter of IPAA will 
summarize industry testimony 
as the last industry witness. 

A late Monday witness, Rob- 
ert E. Hardwicke, chairman of 
American Bar Assn.’s Mineral 
Section, told the committee that 


“any possible advantages of 
Federal Control are more than 
offset by disadvantages,” and 


praised the “record of achieve- 
ment by the states and the oil 





oil 


industry” in the adoption of ade- 
quate conservation techniques. 

Temporary absence of state 
laws in some states (Illinois and 
California), the Fort Worth at- 
torney declared, does not justify 
federal regulation for all the 
states, adding that “it is reason- 
ably certain that before very 
long remedies will be applied, 
with or without conservation 
laws” in these two states. 

Representative Pearson, Ten- 
nessee, commented at this point 
that “if conditions in Illinois and 
California could be adjusted, 
we'd be a long way toward get- 
ting away from federal regula- 
tion.” 


Ickes Reports 
On Oil ‘Waste’ 


WASHINGTON, Feb. 19. 
Representatives of  oil-produc- 
ing states and the oil industry 
are preparing an answer to In- 
terior Secretary Ickes’ allega- 
tions of “waste” in oil and gas 
production, contained in a “sup- 
plementary report” filed with 
the Cole oi! sub-committee. 

Three exhibits are filled with 
the report. They are labeled: 

“A. Present and recent 
stances of avoidable waste in 
and gas_ production—pre- 
pared by Geological Survey, De- 
partment of the Interior. 


in- 


“B. (same title), prepared by 
the Bureau of Mines, Depart- 
ment of the Interior. 


“C. Supplementary statement 
on natura) gas wastage in 


Louisiana. Texas and Mexico 
compiled from field reports of 
the Petroleum Conservation Di- 
vision.” 

“Exhibit A” leads off with a 
“memorandum on examples of 
waste as defined by the Cole bill,” 
and discusses the Kettleman 
Hills North Dome (Calif.), the 
Rodessa Field, (La.) the Cut 
Bank Field (Mont.), all New 
Mexico fields; the Jesse, Allen, 
Fitts, and Fox and Graham 
fields in Oklahoma; the Medicine 
Bow, Oregon Basin, North Dome 
Oregon Basin, Frannie, Garland, 
Osage, Lance Creek, and other 
fields. 

“Exhibit B’” includes instances 
of “waste” in Schuler, Village, 
Magnolia, Old South, Urbana, 
Smackover and Rodessa, Ar- 
kansas; West Montebello, Wil- 
mington and other California 
fields, 11 Illinois fields, and a 
number of others, all prepared 
by the Bureau of Mines. 


May Put Oil Activities 
Directly Under Ickes 


By Teletype 


WASHINGTON Interior 
Department officials have ap- 


proved the proposed transfer of 
all Bureau of Mines petroleum 
activities to the petroleum con- 
servation division, directly un- 
der the Secretary, it was learned 
today. An executive order from 
the White House will be re- 
quired to make the transfer ef- 
fective. 


Mo-Pac Delays Decision 


ST. LOUIS, Feb. 20.—Mis- 
souri Pacific railroad, which had 
promised an announcement to- 
day on its proposal to reduce 
freight rates on petroleum prod- 
ucts along its lines 9.5¢e per ecwt. 
(0.6c per gal. on gasoline), has 
withheld a decision pending a 
meeting Feb. 23 at Chicago of 
Western Assn. of Railroad Ex- 
ecutives which will consider the 
Mo-Pac reduction again. 


Former Oil Man Will Study 
TNEC Data on Oil 

WASHINGTON Secretary 
of Commerce Hopkins has ap- 
pointed Sumner Pike, Lubec, 
Me., former Texas oil man, to 
analyze oil data presented to the 
Temporary National Economic 
(Monopoly) Committee and 
make a report to him. Willard 
Thorp continues as the Com- 
merce Department representa- 
tive sitting on TNEC. 


Illinois Production 
Tops 400,000 Barrels 


By Teletype 

TULSA, Feb. 20.—Crude oil 
production in Illinois passed the 
400,000-barrel mark the past 
week, with daily average being 
408,000 bbls. up 24,000 barrels 
from the previous week. _ Illi- 
nois is now less than 20,000 bbls. 
behind Oklahoma, third ranking 
oil producer. 

The new oil pools in the state 
accounted for the bulk of the 
daily output with the Salem 
Field producing approximately 
250,000 barrels, and the Lowden 
Pool being stepped up approxi- 
mately 9000 barrels daily. 

The upward swing in produc- 
tion, according to many observ- 
ers here, has been due to in- 
creased pipeline outlets as much 
as to the new production from 
the Devonian Sand. Several 
pipeline companies are reported 
increasing line capacities by 
looping. Another company is 
constructing a new line east- 
ward from Salem. 

One major operator is report- 
ed to be shutting in production 
from the Benoist and McClosky 
horizons and taking oil now 
from the lower Devonian pro- 
ducing structure. 


Ickes Off Air, 


Doesn't Let Up 
In War on Oil 


N.P.N. News Bureau 
WASHINGTON, Feb. 19.—In- 
terior Department’s radio se- 
ries, “What Price America,” in- 
cluding the much-criticized 
“propaganda” program for fed- 
eral oil control, are off the air 
temporarily, at least. But 
Secretary Ickes carries on. 

Speaking before the George 
Washington University medical 
school alumni here Feb. 17, 
Secretary Ickes declared that in 
the oil industry “we have a 
record of extravagant waste 
and ruthless exploitation hard- 
ly surpassed anywhere. It is a 
messy story,” he added. 

Mr. Ickes then told of a let- 
ter that reached his office, a 
few months ago, reading: 

“Dear Uncle Sam: I am only 
8'2 years old, but the waste of 
oil that is going on is terrific. 
And I depend on you to help 
us citizens to stop it.” 

If the Interior Department’s 
broadeasts on conservation are 
resumed, it is likely that Colum- 
bia Broadcasting System will 
require that the script be pre- 
pared under CBS supervision. 
Cessation of the programs on 
their first anniversary coincided 
with CBS officials decision to 
put restrictions on use of “free 
time” given government agen- 
cies. 

Meanwhile, Russell B. Brown, 
of Independent Petroleum Assn. 
of America, is preparing to an- 
swer Interior Department’s oil 
broadeasts, charging they are 
“propaganda for federal oil con- 
trol,’ in his testimony later 
this week before Cole oil sub- 
committee. 


Texaco Builds New “Gas” Line 


NEW YORK—The Texas Co. 
is building a 6-inch gasoline 
pipeline from Lawrenceville, 
Ill., where its subsidiary, Indian 
Refining Co., has a refinery, to 
Evansville, Ind., a distance of 
about 55 miles. 





Good News—And It's 
About Taxes 


WASHINGTON Good 
news sometimes comes out of 
the Internal Revenue’ Bu- 
reau: 

Federal gasoline tax collec- 
tion in January amounted to 
$19,228,329, or nearly 20% 
above January a year ago. 
Lube oil tax receipts were 
also up, from $2,199,020 to 
$2,615,468. 
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Cash Buyer Seeks ‘Surplus’ Gasoline Stocks 


And Cannot Find Them, Except in the ‘Statistical Tables’ 


Evidence that the “surplus” gasoline 
stocks are not the kind of “surpluses” 
that the oil industry so generally has 
been saying they are, is provided by one 
of the largest refiners. 

Vice President Kennedy of Continental 
Oil Co., after a week’s effort to try and 
buy sizeable quantities of gasoline from 
this much talked of “surplus”, announced 
that he could find but a few stray cars 
and that all the rest of the “surplus” was 
being held by its owners who said they 
“needed’’ it. 

The Continental’s buying effort was 
not a charitable one to raise the price 
but to get gasoline that the company 
needs because it has had to greatly re- 
duce its own refinery operations to make 
repairs and add mc~e modern equipment 
so that the company is now 27% BELOW 
last year in its gasoline storage at its 
big plant at Ponca City. 

This is a strange sort of “surplus” in- 
deed if it is “breaking the market”, be- 
cause it is “statistically way in excess” 
of some one’s siandard for “model stocks” 
at this time of the year, and yet a com- 
pany with perfectly good cash cannot 
find any of it to buy? 

While a major company is trying to 
find some of this alleged price-breaking 
“surplus” gasoline stocks to buy it, one 
of the largest stock brokerage houses in 
the country issued a current statement 
to its customers and the public press as 
to how the “excess” of stocks has 
“broken” the gasoline market ‘%c per 
gal., that this has “virtually eliminated 
any profit,” that this may cause “un- 
satisfactory” earnings in the first quar- 
ter of 1940 and “may be transmitted to 
crude prices before the year is over.” 

Again we suggest that it would seem 
to be high time for the industry to over- 
haul its statistical methods and make 
them report conditions as they actually 
are today and further, to see if the in- 
dustry cannot so set up its statistics as 
net only to make management realize 
more keenly its responsibility for “sur- 
plus” stocks but to put the psychology 
of the price situation back into manage- 
ment’s hands instead of leaving it to a 
lot of figures and a very evident false 
conception of those figures. 

At the moment, the evidence seems to 
stand very much as disproving that there 
are any “surplus” gasoline stocks. So 
far NPN has been unable to locate a 


company that admits to any. There is 
no evidence as to how fair and accurate 
the mythical goal of “reasonable stocks” 
is. Furthermore, we submit, the evidence 
still shows that these stocks, whatever 
they are, appear very clearly to be in 
the custody of the refining departments 
of the oil companies and therefore they 
are not “on the market.” And last these 
stocks cannot “get on the market” un- 
less management transfers them to the 
sales departments. Even then MANAGE- 
MENT will have the responsibility of in- 
structing the sales departments whether 
to sell these stocks ONLY AT THE MAR- 
KET or to dump them regardless of 
price. 


Abandons Small-outlet 


Management, which is_ carefully 
PLANNING for lower costs and better 
profits, is being used these. days by a 
young oil marketer we met the other 
day and whose identity probably had 
best be left unrevealed. 

His company had not been making 
the money it should considering its quite 
considerable volume of business. As the 
result of a study, the company decided 
that it was trying to serve too great a 
territory much of which had too little 
gallonage possible per square mile. A 
large number of the company’s outlets 
and its dealers were entirely too small, 
but a few thousand gallons a month at 
the best, with a small ratio of oil sales 
possible and the customers of too mod- 
est circumstances to replace batteries or 
tires until they had gone far beyond any 
normal life. 

The company began withdrawing from 
the small gallonage territory and out- 
lets and reinvesting its time and money 
in modern facilities in the more popu- 
lous areas. To make sure that it got the 
maximum that good management could 
get out of these markets it did cultivate, 
the company tossed over the “Iowa plan” 
entirely and went back to operating its 
own stations. Under owner-management 
the company developed its stock and sales 
effort for batteries, tires and other ac- 
cessories, and then saw to it that it did 


There is enough price difficulty in the 
tank car and retail markets these days 
due to the continued big development of 
the new Illinois field, now producing al- 
most as much as the whole state of Okla- 
homa, the continued rapid development 
of low-cost barge and truck transporta- 
tion and the great growth of so-called 
“private” or “local” brands that general- 
ly are selling at a differential under the 
prices of “nationally advertised” brands. 
Certainly the industry should not let a 
mysterious “surplus”, that seems to exist 
only in statistics and that a _ perfectly 
solvent buyer with hard money is unable 
to locate, add further to the industry’s 
price difficulties. 


territory and ‘Iowa Plan’ 


a thorough job of merchandising in these 
better communities. The result already 
is, as this marketer put it, they can 
make much more money out of a $25,000 
or $30,000 investment in a modernly built 
and equipped service station in the more 
populated areas than in. the same amount 
of money invested as heretofore in the 
small outlets out in the sparsely-settled 
country districts. 

The revamping of the company’s busi- 
ness—-modernizing it with the best of 
management ideas as well as with mod- 
ern equipment—will be continued until, 
it says, every outlet and every piece of 
equipment is making a reasonable per- 
cent of profit. 

The districts from which the company 
is withdrawing are outlying, fair to very 
poor farming country that in all prob- 
ability will not grow in population, nor 
in gasoline gallonage, for the next 25 
or 50 years and maybe never. If one 
company had all such poor consuming 
country exclusively it never could get 
very rich because the people there have 
a limited number of dollars per year to 
spend, which number will probably not 
increase. Even a “monopoly” would be 
hard put to it to figure how to make 
money off of such country because it 
would have to seek hard for a_ price 
which would be within the means of the 
relatively few car owners and which at 
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the same time would permit of the sale 
of a large enough volume to keep the 
outlets alive. 

All this re-arranging of marketing ter- 
ritory is not new in the oil industry. We 
know that major companies have been 
doing it for many years and have been 
teaching their marketers how to analyze 
and regroup their customers. But, while 
the idea is not new, it is not put into 


Governor Compliments 


Good Management 


Good management of oil marketing 
facilities is what brings the tourist 
“crop” to South Dakota, is another way 
of putting what the governor of that 
state said to members of the state’s In- 
dependent Oil Men’s Association the other 
week. 

Governor Bushfield said it was the 
“good service” rendered by the market- 
ers of his state to the customers that 
brought the business. Service is a result 
of management and it is only when the 
management is good, when it is active 
and on the job every hour of the day, 


use as vigorously as it should be and, 
too, as with all other good business ideas, 
it is also easily forgotten or overlooked 
for long periods. 

If every oil company, big and little, 
carefully and intelligently put this idea 
that this young oil marketer is today 
adopting, into effect, this oil industry 
certainly would be in a much more sta- 
ble and profitable condition. 


Marketers’ 


that such service becomes “good.” 

The industry does a lot of talking about 
service stations and what goes on at 
them. It gets up fine plans for conduct 
at those stations, whether company op 
erated or dealer. But, it has long seemed 
to us of NPN that the real origin of this 
service has rather been lost sight of. 
That origin is in management, the mar- 
keter and manager back of the bulk sta- 
tion, of the division and district, back 
of the string of stations, yes even back 
of the “independent” dealer. 


Management plans to have the right 


equipment at the right place and at the 
right time, it plans and buys that equip- 
ment that will get the most business for 
the least cost. Management hires and 
trains the right men as employes and 
not only tells them what to do but how 
and when to do it and then sees that 
they do it. Management supplies the mod- 
ern sales tools that those truck and sta- 
tion men use and then, if it is good man- 
agement, it calls often and regularly 
enough to see that those tools are prop- 
erly and successfully used. 

This “management” is all that lies, 
generally unseen, behind the “service” to 
the public that Governor Bushfield spoke 
of. When the governor praised that “serv- 
ice” in his state, he praised the “man- 
agement” of those oil marketing men 
who are responsible for it. 

Our compliments also to Joe E. Adrian 
on his first annual meeting as associa- 
tion secretary (he took office, April 15, 
1939). He brought out a paid registra- 
tion of 346, a record in the history of 
the 21-year-old South Dakota association. 
Mr. Adrian was formerly manager of the 
state motor fuel tax division, and had, 
therefore, an intimate acquaintance with 
the oil men. 

Our thanks to South Dakota’s governor 
for his commendation of oil marketing 
management, and our welcome to the 
state’s new secretary, Joe Adrian. 
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| Around tue mip.contiInENT 
_ . . . By ALLEN S. JAMES 





‘Ed’ Taylor Turns Over Reins of K.O.MA. 
To Fred Kistler of Coffeyville 


The board of directors of the when membership had dropped 
Kansas Oil Men’s Assn., at a to a very low mark; when the 
business session at the 26th an. teaSury was so bare some of 
the members had been paying 
more than their dues, and 


nual convention in Wichita, 


Kans. the past week, honored and his board and C. E. Holmes, 


the retiring president, E. M. 


ley, Kans., by naming him chair- it had occupied many years ago. run out of badges, 
Mr. Taylor left the presidency 


man of that board. 

“Ed” Taylor had requested at 
the annual business session of 
the association that his name 
not be placed in nomination for 
the presidency for another 
term. He had served three terms 
already, he explained, and felt 
that it was time for someone 
else to have the honor and the 
responsibility. 

The membership elected Fred 
Kistler, head of the Kistler Oil 
Co., Coffeyville, Kans., president 
for the ensuing year and added 
three new members to _ the 
board. The board elected “Ed” 
Taylor chairman. 

“Ed” Taylor has done a lot 
for the Kansas organization. He 
took the presidency at a time 








the secretary, literally lifted the after a new record 
Taylor, Home Oil Co., of Kins- association back to the standing had been set 


ville, 


ness sound and 


ness 


boys and girls 


being an oil man. 





te E. M. Taylo 


that had never happened before. father, J. 
He left with the organization’s been 
treasury in good shape. 

Fred Kistler, who takes over, Santa Fe railroad had reached 
has been a marketer in Coffey- Only a 
Kans. for 16 vears. He that western Kansas town—was 
believes in applying to his busi- the first 
fundamental 

He knows H. D., eventually joined their 
from his records just where he father, and several years ago 
stands at all times. 

Mr. Kistler is proud of his Manager of the Home Oil Co. 
organization. He says his busi- 
belongs to him 
meaning his now has a son, Larry G., who 
lot of fun will be a “son” in the business 


business principles. 


employes. He has a 


ing them. He seems invariably 
to have some piece of remodel- 
ing under way that takes part 
of his time. He says he never 
makes any money that way 
but he gets a world of fun and 
relaxation. - 


Golden Anniversary 
Celebrated at Kinsley 


We learned while at the? 
K.O.M.A. convention thar the 
Taylor clan—of which Ed Tay- 
lor is a member—is celebrating 
its golden business anniversary 
as Kinsley, Kans. 

The Taylor 


business, called 


attendance “Taylor & Sons”, was founde¢ 
registration de:k at 
something real estate firm. “Ed” Taylor’s 


Kinsley in 1890, first as 4 


D. Taylor—-who had 
brought to Kinsley as 
a boy by his parents when the 


short distance beyond 


“son” in the business. 
“Ed” Taylor and his brother, 
“Ed” Taylor branched out as 
Then into the business came 


and his “Ed” Taylor’s son, L. M., who 


as soon as he can take his 


Next to running his oil busi- Share of responsibility. 
ness Fred Kistler gets the most 
fun out of buying old houses tions of 
Fred Kistler and remodeling and 


That will make four genera- 
Taylors in the busi- 


moderniz- ness. 
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Oil Transportation News 


Latest developments in freight rates. legislation. regulations. and new construction affect- 
ing transportation of petroleum products by truck, barge, tanker, pipeline, and railroad. 





Rails Cut Short-Haul Rate 
In Midwest; May be Snagged 


CHICAGO, Feb. 19.—Reduced 
rail rates on petroleum shipped 
from refineries, pipeline and 
marine terminals in Nebraska, 
Iowa, Minnesota, Wisconsin and 
Illinois have been approved by 
a sub-committee of Western 
Trunk Lines Committee. New 
rates to destinations in Iowa, 
Nebraska, Minnesota, North and 
South Dakota will be based on 
a mileage scale, which is said 
to be “truck competitive.” 


All but one of the pipelines 


involved, as well as many of 
the marine terminal and re- 
fineries, have been shipping 


mostly by rail. Apparently, they 
threatened to over to for-hire 
transporters unleps the rails 
made their rates “truck com- 
petitive.” 


Point-to-point rates based on 
this mileage scale average out 
about five cents a _hundred- 
weight (0.033 cent a gallon on 
gasoline) below present rates. 
New rate scale is scheduled to 
take effect after the tariff has 
been published and 30 days 
statutory notice given. 


Snag Looms 


Possible delay in publishing the 
new rates was seen when it 
was requested that South. 
western Freight Bureau con- 
sider the proposal. When the 
reduced rates were being con- 
sidered by the W.T.L. Commit- 
tee last week, a representative 
of a southwestern refiner .op- 
posed the rate cut unless re- 
ductions were made into the 
same _ territory from _ south- 
western refining areas. 


It was believed, therefore, 
that since reduced rates from 
northern terminals would 


heighten the competitive ad- 
vantages held by pipeline and 
water shippers, that Southwest- 
ern Freight Bureau had _ inter- 
ested itself in the proposed rates 
from that angle. No ruling has 
been made on the request. 

The reduced scale of rates 
affecting shipments from north- 
ern terminals to Iowa, Nebras- 
ka, Minnesota, North and South 
Dakota destinations begins at 
0.33 cents a gallon shipped up 
to 30 miles and ranges upward 
to 3.432 for points 500 miles 


apart, with the following “‘in- 

between” rates: 
DO miles. . 0.396¢c 
75 miles 0.495¢ 
100 miles 0.627¢ 
125 miles 0.792c 
150 miles 0.924c 
175 miles 1.023c 
200 miles 1.155¢ 
250 miles 1.419% 
300 miles 1.914¢c 
350 miles 2.409¢c 
400 miles 2.772¢ 
500 miles 3.432¢ 


Reduced Rates Sought 
From Cape Girardeau 


ST. LOUIS—Lower rail rates 
on petroleum and_ products 
shipped from Cape Girardeau, 
Mo. to Missouri and southern 
Illinois destinations have been 
proposed. Reduced rates would 
apply from a marine terminal 
now under construction at the 
Mississippi River point, it was 
said. 

Shipper asks a scale of truck- 
compelled Missouri intrastate 
rates similar to those now in 
effect in Oklahoma and Kansas. 
The proposal would reduce by 
more than half the present rates 
from Cape Girardeau to south- 
ern Illinois. Present and pro- 
posed rates in cents per gallon 
of gasoline shipped from Cape 


Girardeau to representative 
Southern Illinois destinations 
are shown below. 

From Cape 

Girardeau to: Proposed Present 
Anna 0.495 1.320 
Cypress 0.396 1.320 
El Dorado 0.660 1.716 
Golconda 0.726 1.518 
Ridgeway 0.792 1.848 


Truck’s Advantages 


Again Cited by ICC. 


N. P. N. News Bureau 
WASHINGTON, Feb. 19. 
Granting of an Interstate Com- 
merce Commission permit to a 
trucker to haul petroleum prod- 
ucts to certain Oklahoma points, 
thus enlarging his scope of op- 
erations, will permit distribu- 
tors at those points to handle 
furnace oil for their patrons, 
whereas if they were to con- 
tinue to ship by rail they could 
not furnish this product because 
of small storage capacity, is re- 
vealed according to ICC’s re 
port on application of Earl 
Bray, Cushing, Okla. 
“By obtaining petroleum prod- 


ucts in small quantities the job- 
bers will be able to stock slow- 
selling products which they 
have heretofore been unable to 
handle for lack of storage 
space,” ICC report said. “One 
of them has had calls from its 
customers for furnace oil but 
has been unable to supply this 
demand because of the lack of 
storage facilities for carload 
rail shipments.” 

Commission held, as it has in 
Similar cases, that this was an 
operation in which the “inher- 
ent advantages of truck trans- 
| portation” were apparent. 


ASTM Program 
Features Talks 
On Fuels, Lubes 


CLEVELAND, Feb. 19. 
Trends in the significant prop- 
erties of four principal types of 
volatile liquid petroleum fuels 

-motor and aviation gasolines, 
domestic furnace oils, and high 
speed diesel fuels—will be dis- 
cussed at the spring meeting of 
the American Society for Test- 
ing Materials in Detroit, March 
6. A paper on “Trends in the 
Properties of Volatile Liquid 
Fuels” by D. P. Barnard and 
A. H. Fox, Standard Oil Co. of 
Indiana, will be presented. 

Particular reference will be 
made to approximate dates at 
which important properties of 
each fuel type became of suf- 
ficient interest to require recog- 
nition in the manufacture of 
the product and the develop- 
ment of standardized tests for 
use in quality control. The data, 
which will be presented prin- 
cipally by means of charts, will 
be applied to the prediction of 
future trends. . 

“Developments in  Lubrica- 
tion”, a paper by J. P. Stewart, 
R. C. Moran, and O. M. Reiff, 
Socony-Vacuum Oil Co., will be 
presented following the fuel dis- 
cussion at the afternoon ses- 
sion. The discussion on lubrica- 
tion developments will cover 
special chassis and gear lubri- 
cants, the development of crank- 
case lubricants and also will 
discuss in some detail the use 
of additives for crankcase lubri- 
cants. 

Preceding these speakers on 
the afternoon session will be 


Miles D. Catton, Portland Ce- 
ment Ass’n., who will describe 
“Advances in the Use of Con- 
crete in Transportation” and 
Prevost Hubbard, The Asphalt 
Institute, giving “Recent De- 
velopments in the Use of As 
iphalt for Transportation Pur- 
poses”. 


The morning session will be 
devoted to automotive mate- 
rials. “Exhaust Valve Materials 
for Internal Combustion En- 
gines” is being prepared by S. 
D. Heron, Ethyl Gasoline Corp., 
and O. E. Harder and R. M. 
Nestor, Battelle Memorial In- 
stitute. “Selection and Applica- 
tion of Automotive Steels’ is 
in the hands of A. L. Boegehold, 
General Motors Corp., W. H. 
Graves, Packard Motor Car Co., 
and E. W. Upham, Chrysler 
Corp. S. M. Cadwell, U. S. Rub- 
ber Co., will speak of the “Rub- 
ber of Tomorrow”. 


Shell Plans Stockton Terminal 


LOS ANGELES, Feb. 17. — 
Frontage of 500 ft. on a 12-acre 
tract along the deep water chan- 
nel, in Stockton, Calif., was re- 
cently acquired by Shell Oil Co. 
for construction of a proposed 
$125,000 water terminal. 


Tentative plans for the new 
terminal call for a dock, load- 
ing racks for both rail and 
truck shipments, several storage 
tanks, a warehouse, and an of- 
fice building. Upon completion, 
the company will transport 
products by barge from Mar- 
tinez refinery for distribution 
between Lodi and Merced. Pres- 
ent sales depot of the company 
will be abandoned upon com- 
pletion of the new terminal. 


Ickes Opens Up Lands for Lease 


WASHINGTON, Feb. 19.—In- 
terior Secretary Ickes has an- 
nounced that more than 3,800,- 
000 acres of the public domain 
in 15 western states soon will 
be opened for lease by the gov- 
ernment to prospect for oil and 
gas. The land consists of tracts 
formerly held under oil and gas 
prospecting permits which the 
owners failed to exchange for 
new five-year leases, as required 
by law in order to continue 
their right to prospect the land. 


ICC Calendar 


DECISIONS 

Clark Oil Co., Inc., Danville, Va. 
(MC 5727, Sub. 2) Permit granted 
for operation as a contract carrier 
of petroleum products from Bell- 
wood, Va., to Leaksville, N. C. over 
a specified route. 

Columbia Basin Transportation 
Co., College Place, Wash. (MC 86970, 
Sub. 1). Certificate granted to op- 
erate as a common carrier of liquid 
petroleum products from specified 
points in Wash. and Ore. to points 
in certain counties in Idaho and 
Wash., over irregular routes. 

HEARINGS 

No hearings scheduled 
beginning March 6 
March 13. 


for week 
ending 


and 
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California Crude Still Down, 
Three Majors Hike Fuel Oil 


N. P. N. News Bureau 
LOS ANGELES, Feb. 17.— 
Restoration by Shell Oil Co., 
Feb. 9, of the 90c San Pedro 
base price for fuel oil, which 
had been in effect from March 
10, 1936, to Dee. 31, 1939, was 
followed by ‘Tidewater Asso- 
ciated Oil Co., Feb. 12, by Gen- 
eral Petroleum Corp., Feb. 14, 
and Union Oil Co., Feb. 16. At 
the close of the week only ma- 
jors that had not announced 
similar advances were Rich- 
field Oil Co., The Texas Co.., 
and Standard Oil Co. of Cali- 
fornia. 


When California Standard 
reduced crude prices 4c to 15¢ 
per bbl. on Feb. 1, it cited too- 
low fuel oil prices as a contribut- 
ing factor. But there have been 
no indications so far that the 
Standard would restore crude 
prices, now that fuel oil prices 
have strengthened. Only one 
company met the Standard’s 
crude price cut—Richfield Oil 
Corp. 

Reports varied as to the go- 
ing price for crude not covered 
by contracts based on Stand- 
ard postings, and also as to 
the quantity of oil that was not 
so covered. Relatively little de- 
sirable, refinable crude was be- 
lieved to be in this latter cate- 
gory and this increased the im- 
portance attached to Standard’s 
attitude. 


No authoritative statements 
were issued by crude purchas- 
ing companies as to their inten- 
tions but unofficial comments 
were almost unanimous in 
forecasting that if, and when, 
crude prices were advanced the 
light, refinable oil would prob- 
ably be advanced to approxi- 
mately its former level but that 
heavy oils would receive little 
benefit. 


Output Hike Explained 


Proration officials called at- 
tention to what they considered 
wrong interpretations of cur- 
rent production figures, which 
show an increase of 9169 bar- 
rels in the daily average out- 
put of the state during the first 
half of February, as compared 
with the corresponding period 
of January. In the past, Mid- 
way-Lake View operators have 
shut in their wells for the last 
two days of one month and the 
first 10 days of the following 
month. Beginning Feb. 1, these 
operators reversed their sched- 
ules and opened up their wells 
for the first two weeks and will 
shut in for the third and fourth 
weeks. To make a correct com- 
parison of the two half-month 
periods, account must be taken 
of the 6674 barrels daily aver- 
age that was produced by Mid- 
way-Lake View in the first half 
of February and not in the 
first half of January. 


Supply and Demand Balance, 
Tanker Rates Hold at Peak 


N. P. N. News Bureau 
NEW YORK, Feb. 20. Sup- 
ply of boats available in the 
open domestic charter market, 
and demand for bottoms con- 
tinued well balanced, according 
to reports in the boat market 
Feb. 20, and for the sixth con- 
secutive week domestic tanker 
rates have continued to hold 
without change at the all-time 
high levels reached the first 
week of January. 


No fixtures of “clean” bottoms 
were reported done in the mar- 
Ket the past week. Last paid, 
for gasoline, kerosine, and No. 2 
fuel oil were 66, 69 and 72 cents 
per barrel, respectively for Gulf 
to North Atlantic movement. 
Owners were said to be still ask- 
ing these prices to nominally 2 
cents per barrel higher. 

Domestic rates for “dirty” 
boats also continued to hold at 
the 53 and 60 cents per barrel 





prices for light and heavy crude 
or fuel, respectively, also 
reached early in January. 
While the fixture of one vessel 
at 62 cents for heavy crude 
from the Gulf to North Hatteras 
was reported to have been done 
last week, reports were that this 
charter was a “special”, and the 
additional 2 cents was to com- 
pensate for the additional ex- 
pense of keeping the cargo un- 
der heat. Two other fixtures 
at 60 cents for heavy crude or 
fuel from the Gulf to the east- 
ern seaboard, also were report- 
ed to have been done last week. 
While vessels of belligerent 
nations, of course, were still 
not available in the open char- 


ter market, no reports of fix- 
tures or rates on neutral ves- 
sels for shipments from the 


Gulf or South America to neu- 
tral foreign ports could be had 
in the boat market this week. 





HARTFORD, Conn., 


home to roost. 


to a side road 


Lease will be offered to 





Tank Truck Ban in Connecticut Causes Headache 
To State Building of Service Station 


Feb. 
General Francis A. Pallotti’s literal interpretation to the 
prohibition against commercial vehicles on Merritt Park- 
way last month, banning even gasoline trucks, has come 


The state is now building a gasoline station at New 
Canaan, and to obey the law, the state has designed the 
station in two identical units, one on either side of the 
Parkway, and connected by a gravity feed line. 


One of the units of this dual-unit station is accessible 
where gasoline trucks are allowed 
gravity feed line services the tanks of the opposite unit. 
So far, this is the only gasoline station on the approxi- 
mate 40 mile stretch between Stratford, Conn., and the 
Connecticut-New York state boundary. 


three weeks, and another station “has been proposed,” 
Commissioner of Highways Cox said early this week. 


By Teletype 


19.—Connecticut Attorney- 


and the 


oil companies within two or 





New Refinery Planned 
For Santa Maria Field 


N. P. N. News Bureau 
LOS ANGELES, Feb. 17. 
Construction of a new refinery 
in the Santa Maria district will 
be commenced immediately by 
the Mid-Coast Oil Co., headed 
by H. Paul Grimm, formerly 
California oil umpire and more 
recently an official of Pacific 
Western Oil Co. and Bolsa Chica 
Oil Co. Leo Chandler and John 
Black are associated with Mr. 
Grimm as directors of the new 
company. 
Mr. Grimm states that the re- 
fining system to be installed in 
the new plant has been especial- 


ly designed to produce high- 
grade gasoline from Santa 


Maria crude, and that the sys- 
tem has already been satisfac- 
torily tested on similar crudes. 
When completed, in about two 
months, the refinery will have a 
capacity of from 3000 to 5000 
barrels daily. Estimated cost of 
site, buildings and equipment is 
placed at about $250,000. 


Oil Accountants to Banquet 
Top-Flight ‘Execs’ 


N. P. N. News Bureau 
TULSA, Feb. 19._-Top-ranking 
executives of 62 oil companies 
are going to be banquet guests 
of the Petroleum Accountants 
Society of Oklahoma the night 
of Feb. 28 at the Mayo hotel in 
Tulsa. 
The executives will be from 
companies which are represent- 
ed by membership in the so- 


ciety. The meeting has been 
named “executive night” and 


will take the place of the so- 
ciety’s regular February meet- 
ing. 

Gov. Leon C. Phillips of Ok- 
lahoma will be guest speaker, 





and the only speaker, according 
to the announcements being 
sent to the society's members. 
While the governor’s subject 
has not been announced it, is 


_/generally believed he will dis- 


cuss some of his experiences 
in connection with the Cole sub- 
committee hearings in Washing- 
ton. 


Drilling Increase Seen 

For Mississippi in ‘40 

NEW YORK, Feb. 17.—An 
increase in drilling in 1940 is 
looked for in Mississippi, new- 
est oil producing state, H. M. 
Morse, supervisor of the Mis- 
sissippi Oil and Gas Board, re- 
ported at the annual meeting 
here of the Petroleum Division 
of the A.I.M.E. A number of 
blocks of acreage taken in the 
Tinsley field of Yazoo county, 
call for wells to be drilled with 
the year, he said. 

First producing well in this 
field was completed at 4567 ft. 
on Sept. 13, 1939. By the end of 
the year, 9 producing wells had 
been drilled and one dry hole. 
Two producing sands have been 
found in the Eutaw and a third 
in the top of the Tuscaloosa for- 
mation, called the Woodbine in 
Louisiana and Texas, he stated. 
Faulting was said to be a major 
factor of this field. 

Towards the end of 1939, 53 
geophysical crews were active 
in the state, particularly in the 
western section. The state oil 
and gas board promulgated a 
40-acre spacing rule in the Tins- 
ley field as an aid to operators 
and landowners, Supervisor 
Morse reported. A minimum of 
1600 feet of surface casing was 
first called for but the board 
later reduced this to 600 feet, 
since the gas pressure was 
found not to be excessive, he 
stated. 
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Nine Out of Ten Gallons of Gasoline in Storage 


East of California, 90% of Stocks 
Are Held by Larger Oil Companies 


AUSTIN, Tex., Feb. 
ventories of most major 
fornia were placed in the 
sion’s hearings here today. 


16. 


By N.P.N. Staff Writer 


Current gasoline and crude oil in- 
oil companies operating east of Cali- 
record of the Texas Railroad Commis- 
Reperts were received from 21 com- 


panies, including three independent refiners. 
The statistical reports indicated that: 


Approximately 80% 


of total gasoline stocks east of Cali- 


fornia are held by these 21 companies. 
Their stocks are 5,505,000 bbls. above a year ago. 


Statisticians of these companies gave estimates ranging 
from 77,000,000 to 87,000,000 bbls. as “proper economic” level 
for gasoline stocks as of April 1 (American Petroleum Insti- 
tute estimated total U. S. stocks at 91,649,000 bbls. on Feb. 10). 

Eighteen of these companies have a total of 167,672,000 
bbls. of crude in storage, but only 63,574,000 bbls. or about 40% 
is available for immediate movement from place to piace. 


Estimates of “proper 
Bureau of Mines 


bbls. on Feb. 3). 


reported 


‘In Strong Hands’ 


If stocks held by the Standard 


of New Jersey, Mid-Continent 
Petroleum Corp., Standard of 
Louisiana, Standard of Ohio 


and other large companies op- 
erating east of California were 
added to those covered in re- 
ports to the Texas commission, 
it would show that 90% or bet- 
ter of zasoline stocks in this 
area \.ere “in strong hands.” 
This statistical rodeo was not 
as colorful as others held by the 
Texas Railroad Commission. 
Perhaps it was because Col. E. 
O. Thompson, commission mem- 
ber, was absent because of ill- 
ness. The questionnaires about 
stocks were sent out over Col. 
Thompson’s signature. He has 
been the chief examiner of ma- 
jor company executives placed 
on the witness stand at previous 
hearings. The questionnaire re- 


economic” 
were mostly in range of 225,000,000 to 235,000,000 bbls. 
total 


stocks 
(U.S. 
239,380,000 


level for crude 


crude stocks at 





plies were placed into the record 


of what otherwise was a rou- 
tine proration hearing. No 


company executives were called 
to the stand. 

But the questionnaires dis- 
closed much interesting data on 


stock positions of these com- 
panies, especially in view of the 
current debate about “excess” 


stocks. 

The commission asked for an 
opinion as to the proper eco- 
nomic levels of gasoline stocks 
for U. S. on April 1. There was 
a difference of approximately 
10,000,000 bbls. in the estimates. 
The lowest was 77,000,000 bbls. 
and the highest 87,000,000 bbls. 
The American Petroleum Insti- 
tute estimated total stocks of 
finished and unfinished gasoline 
on Feb. 10 at 91,649,000 barrels. 
This was approximately 10,699,- 
000 barrels higher than the to- 


Table No. 1—Stocks of Finished and Unfinished Gasoline Held by 
Companies Reporting to Texas Railroad Commission at Feb. 16 
Hearing, Together with Change in Stocks Since 
the Same Period a Year Ago 


(Figures in 


Company 


Shell Oil Co., Ine 

Gulf Oil Corp. 

Tide Water Associated 
Sun Oil Co. 


Humble Oil & Refining Co 
Pan American P. & T. Co 
Atlantic Refg. Co 
Consolidated Oil 
Socony-Vacuum 

Standard of Indiana 
Texas Co 

Cities Service Oil Co. 
Ohio Oil Co. 

Phillips Petroleum Co 
Skelly Oil Co. 
Continental Oil Co 

Pure Oil Co. 

Bareco Oil Co. 

Taylor Refining Co. 
Southport Pet. Co. 
Republic Oil Refg. Co. 


TOTAL 
Net Change 


Thousands of Barrels) 


Present Change From Year Ago 
Stocks Increase Decrease 
1,977 89 
5,609 654 
1,136 258 
2,885 980 
2,678 398 
2,620 31 
2,024 160 
4,330 321 
7,798 1,774 
5,029 144 
7,976 105 
2,801 225 
249 248 
2,460 803 
553 94 
1,395 229 
1,670 326 
266 } 
658 14. 
295 44 
678 24 
DS,D86 6,699 1,194 
5.505 ~~ ‘ 





tal estimated stocks 
United States a year ago. 


in the 
East of California Only 

From Table No. 1 can be ob- 
tained a fairly good idea of who 
has a sizeable portion of the so- 
called “excess” gasoline. It will 
be noted that the 21 companies 
listed have total stocks of fin- 


ished and unfinished gasoline 
amounting to 58,586,000 barrels 
at the present time. These 


stocks are all east of California, 
the companies having subsid- 
iaries on the west coast having 


excluded them from their re- 
ports. 
80% Excluding California 
Deducting California gasoline 
stocks—estimated at 18,300,000 
bbls. as of Feb. 10, these 21 
companies held 80° of the to- 


tal gasoline stocks east of Cali- 
fornia. In other words, these 
21 companies held 58,536,000 
bbls. of the total 73,349,000 bbls. 
stored east of California. 

From the table, it will be seen 
that companies showing larger 
inventories had increases total- 
ing 6,699,000 bbls. The total de- 
creases amounted to 1,194,000 
bbls., giving a net increase for 
all the companies listed of 5,- 
505,000 bbls. 

During the period between 
March 31 and Dec. 1, 1939, five 
of the companies listed  in- 
creased gasoline stocks. (See 
Table No. 2.) 

It will be noted from the 
table, however, that the total 
increase in gasoline inventory 
in the 60-day period from Dec. 
1, 1939, and Feb. 1, 1940, was 


8,130,000 barrels, with three 
companies failing to add to 
their stocks. 


istimate June 1, 1940, Stocks 


Five of the companies which 
gave a June 1, 1940, estimate 


of motor fuel stocks expect to 
have inventory lower at that 
time than they were on Feb. 1. 

It will be recalled that at the 
big hearing in Austin, Aug. 28, 
and while the six-state produc- 
tion holiday was in force, the 
commission asked companies to 
estimate what their gasoline 
stocks would be on Dec. 1. 

The estimates, by companies 
replying at that time are com- 
pared with their reports of 
actual stocks on that date as 
reported in the most recent 
questionnaire and the compari- 
son has been listed in Table 
No. 3. 

It will be noted that three 
companies reached Dec. 1 with 
stocks below the estimates they 
had made back in August, 
while all the others were above 
their estimates. Considering 
the amount of gasoline in- 
volved, the Standard Oil Co. of 
Indiana probably came _ closer 
to hitting its estimate than any 
other company. 

Questioned on Crude Stocks 

The railroad commission did 
not confine its questionnaire to 
refinery operations. It also 
asked for a_ considerable 
amount of statistical data on 
crude oil stocks. It wanted to 
know, for example, the total 
crude stocks on Feb. 1, 1940, 
on Dec. 1, 1939, and March 31, 
1939. 

The commission also wanted 
to know how much of the 
crude stocks each company had 
that was immediately available 
in condition for dispatch, i. e. 
that can be moved from place 
to place at will. This question 
naturally required that’ the 
companies segregate line fill, 
tanks bottoms and other “fixed” 
crudes from the total stocks. 

A tabulation of the reports to 
these questions, is shown in 
Table No. 4. It will be seen 


Table No. 2—Comparison of Gasoline Stocks for Three Dates, 
Together with Change in Stocks Between Dec. 1, 1939, and Feb. 1, 
1940, and Estimated Stocks on June 1, 1940 


(Figures in Thousands of Barrels) 





Change 
Change Est. to 
12-1-39 Est. 6-1-40 
~ Stocks to Stocks from 
Company 3-31-39 =12-1-39 = =2-1-40 2-1-40 6-1-40 2-1-40 
Shell Oil Co. 5,421 1,473 1,964 +494 5,278 314 
Gulf Refng. Co 5,136 5,207 5,409 + 202 5,580 171 
Tide Water Assoc 1,502 S876 1,136 +260 1,213 ‘. FF 
Sun Oil Co. 2,350 2,205 2,820 +615 3,320 00 
Humble O. & R. Co. 1,861 2,857 2,678 —179 2,850 72 
Pan American 2,941 1,992 2,620 +628 2,500 120 
Atlantic 2,062 1,885 2,024 +139 2,050 26 
Consolidated 1,075 3,454 1,330 L886 1,694 +364 
Socony-Vacuum 6,564 5,968 7,798 +1,830 9,670 +1,872 
Indiana Standard 5,985 5,080 5,529 +449 6,243 714 
Texas Co. 7,916 6,290 7,976 686 8,085 +109 
Cities Service 2,687 2,821 2,801 - 20 2,400 101 
Ohio Oil Co 535 102 236 +134 307 a 
Phillips Pet. Co. 2,070 2,021 2,460 +441 2,639 +179 
Skelly Oil Co. 728 360 49 +189 550 i. J 
Continental 1,609 1,166 1,395 +129 1,361 — 4 
Pure Oil Co 2,245 1,578 1,670 92 2,050 + 380 
Bareco Oil Co 236 225 262 37 : 
Taylor Refg 383 572 658 86 350 —308 
Southport Pet 294 248 291 13 200 — 91 
Republic 745 749 653 — 96 (Lower) 
TOTAL 57,345 50,129 58,259 
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Held in ‘Strong Hands’, Texas Hearing Indicates 


Table No. 3—Comparison of Actual Stocks of Finished and Un- 
finished Gasoline Stocks on Dec. 1, 1939, with Estimate of What 
Stocks would be in that Date, as Made at Texas Railroad 
Commission Hearing Last Aug. 2 


(Figures in Thousands of Barrels) 


Company 

Shell Oil Co , 

Tide Water Associated 
Sun On Ce ...60% . 
Pun American P. & T. Co. 
Atlantic Refining Co. 
Consolidated Oil Co. 
Socony-Vacuum Oil Corp. 
Standard of Indiana 
Texas Co. Breud 

Onio Ol] Co..... 

Phillips Petroieum Co. 
Skelly Oil Co. 
Continental Oil Co. 

rure Ol ©o. ...... 
Bareco Oil Co. 

Republic Oil Refg. Co. 


that, while the companies re- 
ported they had on Feb. 1 a 
total of 167,672,000 barrels of 
crude oil, they actually had im- 
mediately available for move- 
ment at will only 63,574,000 
barrels. 


40% Is Immediately Available 


Three of the companies list- 
ed did not report the amount 
of crude available. By deduct- 
ing the total stocks held by 
these three companies from the 
grand total of 167,672,000 bar- 
rels, it is calculated that the 
companies reporting had only 
40.5 per cent of their crude 
stocks available for movement 
from place to place. 

At the time of the Aug. 28 
hearing the commission asked 
the reporting companies for 
their crude oil stocks as of that 
date. It will be recalled that 
some of the companies said they 
were “a little long” right then 
on crude; others were “a little 
short” and still others that they 
might have to work off a con- 
siderable amount of oil in the 
near future. 

In order to show what actu- 
ally occurred in the period be- 
tween the Aug. 28 hearing and 
Feb. 1, the stocks given in 


Estimated Actual 
Stocks Stocks Difference 
4,000 4,473 + 473 
750 876 + 126 
1,800 2,205 405 
1,850 1,992 142 
1,526 1,885 259 
2,700 3,454 754 
5,615 5,968 353 
5,106 5,080 26 
3,244 6,290 1,04¢€ 
197 102 95 
1,463 2,021 5538 
350 360 10 
1,081 1,166 85 
1,770 1,578 192 
137 225 88 
668 749 81 


August and the Feb. 1 stocks 
are compared in Table No. 5. 
It will be noted that some o! 
the major companies have made 
sizeable reductions in their 
stocks since the historical six- 


state shutdown in August, 
while others have increased 
stocks. This is notably true of 


Humble Oil & Refining Co., 
which, according to a statement 
of President H. C. Weiss at 
the Aug. 28 hearing, was short 
of crude at that time. Humble, 
Table No. 5 shows, increased 
crude stocks 3,873,000 barrels 
from August, 1939, to Feb. 1, 
1940. 


“Economic” Crude Stocks 


The commission also asked 
the companies to estimate what 
they considered the proper eco- 
nomic crude stock level for the 
nation on April 1. The esti- 
mates ranged from 200,000,000 
to 245,000,000 barrels, with the 
majority being in the neighbor- 
hood of 225,000,000 to 235,000,- 
000 barrels. 

A few of the companies 
which have complied with the 
commission’s request for fig- 
ures in the past failed to send 
in their reports prior to the 
hearing here today, while sev- 


Table No. 4—Comparison of Crude Stocks for Three Dates—Feb. 
1, 1940, Dec. 1, 1939 and March 31, 1939, and Amount of Crude 
Immediately Available by Companies for Immediate Dispatch 


(Figures in Thousands of Barrels) 


Company 

Shell Oil Co. 

Gulf Oil Co 

Tide Water Associated 
Sun Oil Co. 

Humble O. & R. Co 

Pan American P. & T. Co. 
Atlantic Refining Co. 
Consolidated Oil Co. 


Amount 
of Present 


STOCKS Stocks 
12 


2-1-40 2-1-39 3-31-39 Available 
6,524 5,293 6,628 3,000 
12,689 12,814 15,124 3,200 
3,166 2,914 4,863 1,000 
4,485 4,565 5,820 2 485 
11,502 11,341 12,267 217 
1,871 1,722 2,854 75 
4,374 4,311 5,341 2,795 
10,250 9,931 13,419 4,000 


Socony-Vacuum Oil Corp 25,059 24,280 24,968 9,112 
Standard of Indiana 29,460 28 680 35,984 22,397 
Texas Co. 23,492 12,962 25,984 1,072 
Cities Service Oil Co. 5,468 5,468 6,804 
Ohio Oil Co 9,375 9,667 10,313 7.000 
Phillips Petroleum Co. 5,406 5,105 7.110 none 
Skelly Oil Co. 354 273 657 none 
Continental Oil Co. 7,821 7,395 8,798 7,821 
Pure Oil Co. 3,922 3,754 3,844 
Barnsdall Oil Corp. TOS 515 109 200 
Tavlor Refg. Co. 130 133 148 100 
Southport Pet. Co. 299 87 267 100 
Republic Oil Refg. Co. 1.317 872 1,286 

TOTAL 167,672 163,082 192,852 63,574 





Table No. 5 


Comparison of Crude Stocks on Feb. 1, 1940, with 


Those at Time of Six-State Production Holiday in 
August, 1939 


(Figures in Thousands of Barrels) 


Company 

Shell Oil Co. 

Tide Water Associated 
Sun Oil Co. 

Humble Oil Refg. Co. 
Pan American P. & T. Co. 
Atlantic Refg. Co. 
Consolidated Oil Corp. 
Socony-Vacuum Oil Corp 
Standard of Indiana 
Texas Co. : : 
Cities Service Oil Co. 
Ohio Oil Co. 

Phillips Petroleum Co. 
Skelly Oil Co. 
Continental Oil Co. 

Pure Oil Co. 

Barnsdall Oil Corp 
Republic Oil Refg. Co 


eral of the independent refiners 
operating in Texas, who here- 
tofore have not made a report, 
sent in their questionnaires this 
time. 

The net result was a gain in 
the number of replies, with all 
of the majors, with two or 
three exceptions, continuing to 
comply with the commission’s 
request. 


Kennedy Hits 


‘Surplus Talk 
As Groundless 


PONCA CITY, Okla., Feb. 15 

The talk of below cost “sur- 
plus” gasoline, which has beset 
the oil industry this winter, is 
“completely groundless”, Harry 
J. Kennedy, vice-president of 
Continental Oil Co. declared to- 
day in a statement here in 
which he revealed that his com- 
pany had spent “a full week of 
unsuccessful effort to do some 
large buying”’. 

“We say the talk is just mis- 
interpretation by statisticians 
who don’t understand all they 
know”, the Conoco executive 
declared, adding that his com- 
pany in its week search had 
found that a “few stray cars in 
isolated cases were the limit of 
the gasoline available’. 

The buying canvass, which 
was not applied through brok- 
ers, but through direct contact 
with refiners, he said, located 
one independent refiner who 
would part with less than one 
car a day over the next month. 
But this refiner’s price was at 
the market, not below it, he 
added. 

“We have supplied that re- 
finer casinghead gasoline in 
times past and he is building 
some storage that is not fin- 
ished, or he wouldn’t have gone 


Change 
Stocks Stocks Since 
2-1-40 Aug. 39 Shutdown 
6,524 5,572 952 
3,166 3,100 t 66 
4,485 6,655 2,170 
11,502 7,629 +-3,873 
1,871 2,358 187 
4,374 4,568 194 
10,250 15,200 4,950 
25,059 24,290 769 
29,460 34,220 3,760 
23,492 26,743 3,201 
5,468 6,264 796 
9,375 9,945 570 
5,406 5,882 476 
354 520 176 
7,821 8,926 1,105 
3,922 4,000 . 78 
708 614 t 94 
1.317 522 795 





that far,” Mr. 
plained. 

“A number of other indepen- 
dents, some large and some 
small, who are very friendly, 
were willing to help us out if we 
were in a pinch”, said Mr. Ken- 
nedy, “but they felt they had 
to quote the average of the 
market or higher’. 


Kennedy = ex- 


Storage 27% Under 1939 


“Our own gasoline in stor- 
age at Ponca City is 27 per 
cent below a year ago, and we 
are torn up here with a big re- 
building and modernizing pro- 
gram, so right now we could 
take advantage of some _bar- 
gains of the right quality ma- 
terial in Oklahoma and Kansas. 

“We wanted to reduce ship- 
ments from this plant to our 
southwestern distributing  sta- 
tions and make some freight 
savings, too, but we didn’t get 
very far’, Mr. Kennedy added, 
terming the fruitless effort to 
bag the mythical bargains as 
“an old fashioned ‘shike-poke’ 
hunt”. 

Continental Oil Co. does not 
dispute the U. S. Bureau of 
Mines reports of gasoline stocks, 
but he asserted that current 
buying activity shows that the 
people with the gasoline want it 
for their established trade dur- 
ing the coming high consump- 
tion period. 

“Not juggling commodity fig- 
ures, but turning an honest dol- 
lar in realistic trading has been 
our business for 65 years”, he 
commented, “and we have 
learned how to buy as well as 
sell, but if the supposed dis- 
tress gasoline isn’t of unsalable 
quality it must be out of reach 
of our markets at plants located 
where they never should have 
been built in the first place. The 
discouraging talk of excessive 
stocks is apparently the profes- 
sional pessimism of merchan- 
dise brokers who thrive on dis- 
ordered markets”, the Conoco 
executive’s statement concluded. 
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‘Gas’ Stocks Held Strongly, 
Southwest Refiners Agree 


N.P.N. News Bureau 

TULSA, Feb. 19.—Virtually all 
major and independent refiners 
agreed with the statement of 
Harry J. Kennedy, Conoco vice 
president, that gasoline stocks 
are in strong hands and that 
some of the below-the-market 
offerings were off-specification 
material. 

Some refiners went 
pointing out that refiners were 
in better financial condition 
now to hold stored gasoline. 
Some expressed the belief that 
present prices were ‘on the 
bottom” and that the prospect 
of better prices early in the 
spring was a deterrent to pro- 
miscuous Offerings at this time. 

However, 
brokers said 
ability to obtain gasoline 
because of that company’s 
strict specifications. Several re- 
finers contended that below-the- 


some refiners 
that Conoco’s 


and 
in- 
was 


market offerings were still be- 
ing made in the Mid-Continent 


area, although some offerings 
especially by Texas refiners 
were being pulled in. 

One broker reported his buy- 
ing price for gasoline had been 
advanced recently, adding that 
he believed that it will not be 
necessary for refiners who have 
gone through the winter with- 
out dumping gasoline to do so 
at this time. 


further, 
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Voiding Arkansas Law 
May Affect 18 Others 


N.P 
NEW YORK, 
line tax laws of 


N. News Bureau 
Feb. 19.-Gaso- 
18 states may 
by U. S. Supreme 
Court’s decision last week which 
declared the 
Arkansas law applying the state 


be affected 


unconstitutional 


tax on gasoline in excess of 20 
gallons brought into the state. 
litle of the case was Dixie Grey- 


hound Lines vs. McCarroll. 

Dixie Greyhound Lines oper- 
ate passenger busses from Mem- 
phis, Tenn., across Arkansas to 
St. Louis, Mo., and return. It 
protested paying a tax on the 
gasoline carried across the state 
of Arkansas for use in other 
states. 

In making the run from Mem 
phis to St. Louis, approximate- 


Taxpayers March on State Capitolat Albany,N.Y. 





More than 8000 tax-weary citizens of New York staged a march on their state capitol at Albany, 


seeking relief. 


Pictured here 


is a contingent 
gasoline tax 


which 
be dropped 


demanded that the 


“emergency” 


ly 3 miles were traveled in Ten- 
nessee, 78 in Arkansas and 261 
in Missouri, and—at the rate of 
five miles to a gallon of fuel 

less than one gallon would be 
consumed in Tennessee, 16 
would be consumed in Arkansas 
and 51 in Missouri. Arkansas 
had attempted to tax the com- 
pany 6.50 cents per gallon, not 
only on the 16 gallons consumed 
within its boundaries, but also 
on the 51 gallons consumed 
within the state of Missouri. 


18 States Listed 


Eighteen other states have 
laws similar to the one ArkKan- 
sas used to have. These states, 
together with the number of 
gallons each exempts from taxa- 
tion by law, are: Colorado, 10; 
Idaho, 20; Illinois, 20; Indiana, 
15; Iowa, 20 for automobiles, 50 
for trucks and busses; Kansas, 
20; Kentucky, 30; Louisiana, 30; 
Mississippi, 20; Nebraska, 20; 
Nevada, 25; New Jersey, 30; 
New Mexico, 25; South Dakoia, 
25 for automobiles, 50 for trucks 
and busses; Texas, 30; Wash- 
ington, 20; Wisconsin, 20; and 
Wyoming, 20 “in any one case”, 
50 for common carriers. ‘Ten- 
nessee has a law which taxes 
gasoline brought into the state, 
no amount specified, but ex- 
empts gasoline “for use or con- 
sumption in interstate com- 
merce.” 

Only two of the other 
teen states, New Mexico and 
Wisconsin, mention that. the 
tax is to be levied on gasoline 
used on the highways of their 
respective states. The other 
states have the power, as in the 
case of the Arkansas law, to 
tax the amount of gasoline in 
excess of that which they speci- 
fy by law as soon as it crosses 
their borders. 

If the states do not 
itheir laws for the purpose for 
'which they probably were in- 
tended—to receive compensation 
for the use of their highways 
it might be reasonable to as- 
|sume that the Supreme Court 
| decision on the Arkansas Law 
| will affect their tax statutes, 
for in handing down the de- 
'cision, the court affirmed that 
| the states have the right to ask 
| reasonable compensation for the 
'use of their highways, but de- 
clared they may not directly 
| burden interstate commerce by 
| taxation. 


eigh- 


enforce 


Virginia Tax Receipts Up 


RICHMOND, Va., Feb. 17. 
Gasoline consumption in Vir- 
ginia during 1939 of 382,096,410 
gallons was 7.59 per cent high- 
er than consumption of 355,- 
128,143 gallons during 1938. 
Consumption during December, 
1939, increased 6.64 per cent over 
the same month in 1938. 
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TULSA, Feb. 17. 


catting operations in 1939. 


program of known fields. 


ber of new fields discovered. 





Many Wildcats Drilled in 1939 
To Every New Pool Discovered 


Not always is it understood that 
many unproductive wells are drilled to each one that finds 
a new oil or gas field, states the Indepeendent Petroleum 
Ass’n. of America, in announcing its compilation of wild- 
It has gathered figures for the 
states where the wells drilled in search of new fields can 
be segregated from those which are part of the development 


The accompanying table, based on its figures, shows 
by states total number of wildcat wells drilled, the num- 
ber of dry holes and productive wells resulting and num- 








NPN’s Log 


On Oil Legislation 


Oil legislative information, sum- 
marized below, is based on reports 
received at Cleveland from Washing- 
ton and state capitals which are 
deemed reliable although NATION- 
AL PETROLEUM NEWS assumes no 
responsibility for the accuracy o1 
completeness of this information. 


CONGRESS 


SENATE BILLS 
S 3347 Mead, N. Y. 

“To promote industrial prosperity, 
to increase industrial employment, 
and to develop and conserve the 
natural resources by aiding and 
promoting research in the engineer- 


ing experiment stations connected 
with colleges and schools of engi- 
neering in the... states...” Edu- 


cation and Labor Committee. 


HOUSE BILLS 


HR 8420 Caldwell, Fla. 

To exempt foreign crude from im- 
port excise taxes when used for as- 
phalt or road oil. Ways and Means 
Committee. 

HR 8448 Horton, Wyo. 

To provide for extension of certain 
oil and gas prospecting permits. 
Public Lands Committee. 

HR 8503 Snyder, Pa. 

To_ provide for location, survey 
and building of a system of three 
transcontinental and six north-south 
highways. Roads Committee. 


Number Dry Productive New Pools 
State Wildcats Holes Wells Discovered 
Texas ty 1196 1103 93* 69 oil, 14 gas 
Coastal La. . cs. 2a 87 16% ll oil, 1 gas 
S. E. New Mex.. 32 27 5 5 oil 
Oklahoma 187 15S 32 27 oil, 5 gas 
Kansas 182 133 49 41 oil, 8 gas 
Illinois 471 420 51 49 oil, 1 gas 
Indiana 143 115 28 23 oil, 5 gas 
Michigan 345 332 13 12 oil, 1 gas 
Arkansas 37 32 a 20il, 3 gas 
No. Missouri 46 43 3 small gas wells 
Includes 10 distillate wells. Includes 4 distillate wells 
ment, Interstate Commerce Com- 
mittee. 


HR 8420, Caldwell, Fla., to exempt 
foreign crude from import excise 
taxes when used for asphalt or road 
oil. Ways and Means Committee. 

HR 8448, Horton, Wyo., to provide 
for extension of certain oil and gas 
prospecting permits on the _ public 
domain, Public Lands Committee. 

H. J. Res. 457, Celler, N. Y., to 
transfer Marketing Laws_ survey 
from WPA to Commerce Department. 
Interstate Commerce Committee. 


STATE BILLS 


Kentucky 
H-399, Hunnicutt. 


Imposes $1 tax per pump on gaso- 
line stations. 
| Mississippi 
| H-243, Bullock et al. 

Graduated license tax on chain 
|} stores. Exempts gasoline filling sta- 
tions where total daily stocks of 
| gasoline, motor oil and accessories 
jis less than $1000. To Ways and 
| Means Committee. 
S-126, Ford. 

Graduated license and gross re- 
ceipts tax on chain stores. No 
exemptions for petroleum outlets. 


To Finance Committee. 
New York 
A-1426, Turshen. : 
Provides that prohibitions against 
business on Sunday shall not apply 


to gasoline filling stations. To 
Codes Committee. 
Rhode Island 
H-704, Cicci. 
Provides for referendum vote of 


veople on diversion at 1940 general 
election. 


Refinery Outpu 


t Increases 


Light Fuel Stocks Drop 


N. P. N. News Bureau 

NEW YORK, Feb. 20.—Daily 
average crude runs to stills in- 
creased 110,000 barrels at U. S. 
refineries the 
Feb. 17, according to a report 


in week ended 
on refinery operations compiled 
today by the American Petrole- 
um Institute. 

Despite the high rate of pro- 
duction, stocks of light fuel oils 
continued to move lower for the 
country as a whole, being off 
131,000 barrels last week. Refi- 
nery inventory of these oils was 
off 458,000 but 
in terminals in 
jumped 327,000 barrels. 
crease 


barrels, stocks 
transit 
The in- 
and transit 
storage of light fuels was due 
to a jump in stocks of 199,000 
barrels on the East Coast, where 
suppliers are replenishing stocks 
on which large drafts were made 
during January’s cold spell, and 
a hike of 177,000 barrels in Cali- 
fornia terminal stocks. 


and 


in terminal 


Stocks of gas oil and distillate 
fuel on Feb. 17 were 4,350,000 
barrels below inventory of these 
oils on a comparable date last 
year. 

The large crude runs were felt 
in off-season gasoline, and 2,- 
336,000 barrels of this product 
were added to storage during 





farm 
Means 


in 
and 


used 
Ways 


oils 


To 


gasoline and 
overations. 
Committee. 


Changed Status 


Kentucky 
8-66, Gibson. 
Creates oil and gas conservation 
commission to prevent waste of 


crude oil. Second reading in Senate. 
H-165, Hammons. 

Fixes license fee of $7.50 for each 
motor vehicle transported in or 
through the state, caravan system. 
Reported without recommendation. 


Mississippi 


SCR-11, Winter. ; ; 
Concurrent resolution memoraliz- 


the week, the Institute’s report 
shows. California, however, ac- 
counted for 556,000 barrels of 
the gasoline increase. 

Refineries in the East Coast 
district, and in the Indiana-Il- 
linois-Kentucky area accounted 
for 87,000 barrels of the 110,000 
barrel hike in crude runs, with 


the former increasing crude 
throughput 39,000 barrels and 


the latter 53,000 barrels daily. 
All other districts, with the 
exception of California, Appala- 
chian and Inland Texas, where 
small reductions of 4000, 3000, 
and 2000 barrels daily, respec- 
tively were recorded, increased 
refinery operations last week. 
With daily crude runs of 579,- 
000 barrels daily last week, and 
with adverse gasoline weather, 
East Coast refiners added only 


246,000 barrels to gasoline 
stocks, while increasing light 


fuel oil stocks at refineries by 
59,000 barrels at the height of 
the heating oil season. Increase 
of 199,000 barrels in light fuel 
stored at terminals and in tran- 
sit on the East Coast is prob- 
ably reflected in the steady tank- 
er rates, with ships moving this 
material from the Gulf and east- 
ern refineries to terminal stor- 
age. 

Stocks of heavy fuel for the 
country as a whole jumped l1,- 
080,000 barrels last week, the 
Institute report shows. Stocks 
of heavy oils on Feb. 17, how- 
ever, were 10,637,000 barrels be- 
low inventory of this oil at the 
same time a year ago. 


D. C. Tax Collections Up 
N. P.N. News Bureau 

WASHINGTON, Feb. 12. 
District of Columbia collections 
under its 2c “gas” tax totaled 
$2,876,847 in 1939, according to 
figures released by Office of 
Assessor, 7.4 per cent higher 
than collections in 1938 which 
amounted to $2,677,140. Decem- 


H J Res, 457 Cell South Caroli ing Congress to the U. S. to elim- ber collections totaled $245,589 
J Res, 457 Celler, N. Y. sou arolina inate the taxation of gasoline by ac e are rj 228,368 i 
acre é ax as Y as compared with $228,368 in 
To transfer Marketing Laws Sur- H-1470, Odom. the federal government. Reported a Dé * 1938 
vey from WPA to Commerce Depart- Exempts from all state taxes unfavorably in Senate. same month of 1938. 
Gulf Refi R Crude R Up, ‘Gas’ Stocks U 
uli Refiners Report Crude Runs Up, Gas Stocks Up 
HOUSTON, Tex., Feb. 19.— anand P 
‘Ten Gull const selma * “t Corpus Christi Louisiana 
. ere S repr: Houston District District District TOTAL 
ing operations to Gulf Coast Re- Feb.10 Feb. 3 Feb. 10 Feb.3. Feb.10 Feb. 3 Feb. 10 Feb. 3 
finers Ass’n increased crude sites “ osha : — 345.121 - Ne 561.129 non 20 
. ~ Aviation Gaso 243,65% 232,266 317,47 345,120 None None 56 2° 577,386 
. . . - 59 465 . . , ’ ’ , - 
runs to stills _52,468 bbls. the Motor Fuel 171,371 192,434 542,198 434,748 126,003 129,407 839,572 756,589 
TAAk > > NJ 
week ¢ nde d Feb. 10. Unsold Napntha None None 196,965 214,277 None None 196,965 214,277 
stocks of motor fuel increased Kerosine None None None None None None None None 
82,983 bbls. <A total of 16,257 Diese! Oil None None 1,377 None None None 1,377 None 
barrels was withdrawn from Gas Oil None None None None None None None None 
aviation fuel stocks, with slight No. 5 fuel oil Non None 27,950 19,890 None None 27,950 19,890 
increases reported in diesel oi] Bunker © fuel None None 17,425 None None None 17,425 None 
ee ee Pier . Crude runs 238,678 15 380,516 342,07 11,453 15,464 160,647 608,179 
and No. 5 fuel oil inventories. ~"' bo — ore — 
Details shown in table at right. High ortar ler 18.450 bbls High octane blendir naphtha 96,735 bbl 








18 


NATIONAL PETROLEUM NEWS, WEDNESDAY, FEBRUARY 21, 


1940 





Oil Contributes 10% of Goods Consumed, 


Receives Only 3% of the National Income 


N. P. N. News Bureau 


NEW YORK, Feb. 17.-The 
oil industry receives a_ very 
small part of the national in- 


come in return for the services 
it renders the public. 
1935, 


products 


In for example, petro- 


leum by weight 
ameunted to nearly 10 per cent 
of all merchandise the public 
consumed; yet the share of the 
income that year the 
oil industry received was only 
a little better than 3 per cent, 
the 


national 


including that received in 
retailing of oil products. 
Data supporting this conclu- 
sion was presented, at the meet- 
ing here Feb. 15 of the Petro- 
leum Division of the American 
Institute of Mining and Metal- 
lurgical Engineers, by John D. 
Gill and E. T. Knight, of Phila- 
delphia, both with 
the Atlantic Refining Co. The 
data was compiled in their study 
of the place of the oil industry 


economists 


in the national economy. 


“There is little room for doubt 
that the enormity of the physi- 
cal service performed by the 
petroleum industry has given 
some critical elements of the 
population the impression that 
the industry is an octopus, reach- 
ing out with multitudinous long, 
strong and steadily extending 
arms, into the affairs of nearly 
every industry and every citizen 
of the land,” these authors 
stated in introducing their data. 
“In a vague way, the magnitude 
of this service has been obvious 
to the least observant individual. 

“But 
amount 
which the 


the 
of 


limited 
income 


relatively 
national 
‘octopus’ was ab- 
sorbing for its own welfare, 
heretofore has not been sub- 
jected to appraisal because of 
the lack of analytical studies of 
the subject matter.” 


The total weight of all mer- 
chandise of all classes, including 
agricultural products, consumed 
annually in this country, is ap- 
proximately 1,925,000,000 tons, 
the study brought out. Of this, 
the 50,000,000,000 gals. of petro- 
leum products the oil industry 


produces, transports and _ dis- 
penses annualiy, amounts in 
weight to 182,000,000 tons, or 


nearly 10% 
merchandise. 

“If the oil industry con- 
sidered as that part of our na- 


of the total of all 


is 


tional] economy which performs 
the functions common to the 
so-called integrated companies, 
together with those specialists 
engaged in the — production, 
transportation, refining or 
wholesale marketing, it may be 
said, as a result of the present 
investigation, that in 1935 the 
industry received approximately 
2.4% of the national income,” 
the Gill-Knight paper stated. 


“If the industry is defined 
so as to include with the fore- 
going all other elements of the 
petroleum — retail distribution 
system, the share of the sup- 
plemented industry becomes a 
trifle over 3%.” 


The paper stated that national 
income “paid cut” in 1935 to- 
talled $55,137,000,000. The 1935 
income paid out by the oil in- 
dustry, supplemented by all the 
elements in the petroleum retail 
distribution system, amounted 
to $1,665,520,000, equal to 3.02% 
of the national income. The 
distribution of this oil was given 
as follows: 

Salaries and wages 
paid employes, _in- 
cluding estimated 


income of independ- 


ent marketers . $1,057,030,000 


tentals on leased 
acreage, etc. 120,530,000 
toyalties on crude 


and natural gas pro- 


duced 137,860,000 
Interest on funded and 
long term _ debts, 


bank loans, ete. 
Entrepreneurial with- 
drawals . 
Dividends, 
out 
Total 


64,800,000 


: 126,100,000 
cash _ paid 

: 159,200,000 
$1,665,520,000 


Oil Taxes Excluded from 


Commenting on the fact that 
a much larger figure is general- 
ly taken to represent the oil 
industry’s income, Messrs. Gill 
and Knight said the figures usu- 
ally used were gross revenue, 
including sales and excise taxes, 


and differed greatly from _ in- 
come. 
For 1935, they said gross 


revenue of the oil industry was 
$4,340,000,000, of which $808,275,- 
000 was sales and excise taxes 
collected by the industry for the 
account of government. The 
industry’s revenue from domes- 
tic sales and exports, exclusive 
of sales taxes, was given as $3.- 
531,809,000. Included in this, it 
was stated, was many hundreds 
of millions paid out by the oil 
industry for the products and 
services of other industries 
whose incomes are derived in 
part from the petroleum indus- 
try’s payments to them. These 


payments in 1935 were listed 
as follows: 
Taxes, direct Sze $196,860,000 
tailway freight on 
crude and _ products 240,390,000 
Transportation charge 
of outside bulk 
lit: ¢ £{-<—_—_, sa ; 6,000,000 
Depreciation and de- 
pletion of facilities 
and reserves 559,420,000 


Outside services: : ad- 
vertising, insurance, 
purchased electricity, 


water rents, etc... 318,230,000 
Supplies, chemicals, 

coal, steel, con- 

tainers, etc. ; 160,959,000 


Cost of imported crude 


and products, includ- 
ing duty paid ‘ 42,680,000 
Miscellaneous 145,230,000 


Total .... . .$1,669,760.000 


In illustrating the vast extent 


of services to the public per- 
formed by the oil industry, the 
two authors stated that, if the 
energy in the 50,000,000,000 gal- 
lons of petroleum products dis- 
pensed annually, were turned 
into electricity in suitable ap- 
paratus of average efficiency, it 


would produce 485,000,000,000 
kilowatt hours of electricity. 
“Last year, the all-time peak 


output of the electric light and 
power industry was 130,000,000.- 
000 kilowatt hours,” their paper 
stated. 

The weight of the volume of 
oil products dispensed annually, 
182,000,000 tons, compared with 
the record steel production of 
the country of 63,000,000 tons, 
they said; the record corn pro- 
duction of 82,600,000 tens, record 
anthracite coal production of 
100,000,000 tons. Only the bi- 
tuminous coal industry produces 
a larger mass of products than 
the petroleum industry, they 
brought out. 


Price is Declared 20% Factor 
In Demand for Motor Fuel 


N.P.N. News Bureau 

NEW YORK, Feb. 17.—Price 
is a factor to the extent of only 
about 21 per cent in determin- 
ing demand for motor fuel, 
Norman D. Fitz Gerald of New 
York, department of petroleum 


economics, Chase National 
Bank, told the session of eco- 
nomics Feb. 15, of the Petro- 
leum Division of the A. I. 
M. E. 

The number of motor. ve- 


hicles registered is a factor to 
the extent of 68 per cent; miles 
of hard surfaced highways is 
an 8 per cent factor; national 
income is a 3 per cent factor, 
he brought out. He presented 
a mathematical equation based 
on these major factors for de- 
termining motor fuel demand. 

“On the average, a general 
reduction of 1 per cent in the 
price of motor fuel may be ex- 
pected to have a direct effect 
in raising consumption of only 
0.37 per cent,” he said. The in- 
crease in volume accompanying 
a reduction in price is generally 
gained at a loss of gross .in- 
come from sales of the product, 
he said. 


Price-Cut Doesn’t Help 


“Therefore, cutting prices be- 
low normal levels without a 
corresponding reduction in cost 
would be impractical and eco- 
nomically unstable, he added. 

“This low effective elasticity 
of demand combined with the 
rather uniform character of the 
products of the major suppliers 
is the genesis of some of the 
intense and vicious competition 
in marketing. A short-lived re- 
duction in price does little to 


stimulate demand but is a ma- 
jor .controlling influence in 
shifting it from one seller to 
another, without appreciably in- 
creasing the total amount of 
business.” 


Moore Is New Chairman 


NEW YORK, Feb. 17. 
Thomas Verner Moore of Hous- 
ton, head of the production re- 
search department of Humble 
Oil & Refining Co., is the new 
chairman of the Petroleum Di- 
vision of the American Institute 
of Mining and Metallurgical En- 
gineers. He took office follow- 
ing the annual meeting of the 
division here, Feb. 12-15. He 
succeeds W. H. Geis, Los An- 
geles, geologist with the Union 
Oil Co. of California. (See 
frontispiece of this issue.) 

C. J. Coberly, of Huntington 
Park, Cal., president of Kobe, 
Inc., was elected associate chair- 
man. 

Cc. V. Milliken, Tulsa, of 
Amerada Petroleum Corp., and 
H. H. Power, Austin, Texas, of 
the Department of Petroleum 
Engineering, University of Tex- 
as, were elected members of the 
executive committee. 

C. H. Keplinger, Wichita, 
Kans., and E. L. Rawlins, Hous- 
ton, United Gas Public Service 
Co., were elected associate vice 
chairmen of production § engi- 
neering. 

Among officers re-elected was 
Walter Miller of Ponca City, 
Okla., vice president, Continen- 
tal Oil Co., vice chairman for re- 
fining engineering. 
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Tide Water Promotes 5 Executives 





I. Graves 


N. P. N. News Bureau 
NEW YORK, Feb. 17.—Pro 
motion of five major executives 
of the Associated (western) and 
Eastern divisions of Tide Water 
Oil Co. were an. 
nounced here by President Wil 
liam F. Humphrey. 
Chairmen the 
the 
Water associated 


Associated 


of operating 
three Tide 
divisions——As- 

Mid-Continent and 
are responsible for op 

each Per 
these committees 
made up of executives in charge 
of production, 
manufacturing, 


committees of 
sociated, 
Eastern 
in division. 
of 


erations 
sonnel is 
transportation, 
sales, and fi 
nancial departments. 

B. I. Graves, who has been a 
director and a vice-president of 
Tide Water for the past ten 
and vice-chairman of the 
Associated division operating 
committee, has been named 
chairman of the operating com 
mittee for the eastern division, 
with headquarters at New York. 


years, 


Started As Junior Clerk 


Mr. Graves started as a junior 
‘lerk with Associated Pipe Line 
Co. in 1909. After occupying 
various positions in the account- 
ng and personnel departments 
f Associated Oil, he joined the 





and 
gen- 
with 
Re- 


sales department in 1922 
was sent to the Orient 
eral sales representative, 
headquarters at Shanghai. 
turning in 1925 he was ap 
pointed assistant to the vice- 
president in charge of sales. In 


as 


1929 he was named. general 
sales manager. 


Mr. Graves is also a director 
of Pioneer Midway Oil Co., Ster 
ling Oil & Development Co., and 
the Western Minerals Co., all 
subsidiaries of Tide ,Water As 
sociated. 


George J. Hanks, who early 





George J. Murray 





L. D. Jurs 


in February was elected a di- 
rector of the company, has 
been appointed vice-chairman 
of the eastern division operat- 
ing committee. (See N.P.N., 
Feb. 14, Page 48, for picture and 
other details of Mr. Hanks’ ap 
pointment.) 


Jurs Moved Up 


L. D. Jurs, vice-president in 
charge of transportation and 
supplies for the Associated Di 
vision, has been appointed vice 
chairman of the operating com 
mittee of the western division, 
filling the vacancy created by 
the promotion of Mr. Graves. 
Mr. Jurs has been with the com 
pany for more than 30 years, 
12 of them as vice president in 
charge of transportation. 


Harold F. Parsons, who was 
assistant to the executive vice 
president for the past 10 years, 
has been appointed assistant 
vice president and manager of 
the New York crude and prod- 
ucts department, and will aid 
Mr. Hanks in the activities of 
the eastern transportation and 
supply division. Mr. Parsons 
has been with the organization 
in its New York office for more 
than 22 years. 

George J. Murray, Jr., who 
has been assistant to the presi 
dent for the past 10 years, has 





been appointed to the newly- 
created post of public relations 
manager. His activities will em- 
brace developing and maintain- 
ing public good will, publicity, 
relations with stockholders, gov- 
ernmental bureaus and statisti- 
cal and corporate agencies, and 
memberships and subscriptions 
to outside organizations. 


Mr. Murray has been with 
Tide Water and its predecessor 
subsidiary companies for the 
past 18 years. He started as a 
clerk at the company’s Bayonne 
refinery in 1902. 


Bayer Continues on West Coast 


L. F. Bayer, director and vice 
president of manufacturing, 
continues as Chairman of the 
Operating Committee of the As- 


sociated Division, with head- 
quarters at San Francisco. 
E. H. Salrin at Houston and 


R. B. Pringle at Tulsa, both of 
whom are vice presidents and 


directors of the company, con- 
tinue as chairman and _ vice- 
chairman, respectively, of the 


Mid-Continent division 


ing committee. 


operat- 


In announcing 
tions, President Humphrey 
pointed out that it follows the 
long established policy of the 
company to promote from with- 
in the organization, and that 
“all of these men have risen to 
executive positions from. the 
company’s during their 
long periods of service.” 


the promo- 


ranks 


Michigan Sets Date 


PORT HURON, Mich.-Michi 
gan Petroleum Ass’n., an organ- 
ization of independent oil mar- 
keters, will hold its sixth annual 
convention at the Detroit-Leland 
Hotel in Detroit on Wednesday 
and Thursday, April 3 and 4, J. 
F. Wilson, president, announces. 


Harold F. Parsons 
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eres Total U. S. Motor Fuel Stocks 
Inventories, Jan. 31, 1940, of Pennsylvania Oils Other ae Light Line—1938 
Than Lubricating Oils 
(Compiled by National Petr. Ass’n. from reports of all companies 
which refine Penna, crude. Figures as of Jan, 31, 1940 in bbls. of 
42 U. S. gals.) 
Production Inventory 90 
RAW LONG RESIDUUM (includes all raw a 
long residuum below, and not salable as, 
600 fire) : 80,636 23,226 a 
600 STEAM REFINED STOCK (includes all Y) 7h 
steam refined stock commonly sold or — 
used as 600 and as raw material for +85- 
bright stock) ; 298,900 196,583 lJ id 
OTHER STEAM REFINED STOCK (not in- a 4 
cluded in above) 54,856 69,139 oO an 
FINISHED DEWAXED LONG RESIDUUM 43,335 65,648 _ 
BRIGHT STOCK (does not include any mate- L280 = 
rial reported in above product) . 199,641 236,953 m ma 
VISCOUS NEUTRAL, below 180 vis. but not _ 
below 142 vis. at 100 87,407 123,756 LL a 
VISCOUS NEUTRAL, 180 vis. at 100 and 
above 88,776 102,693 rie a 
Crude Oil Production for the U. S. - 4 
(American Petroleum Institute figures) = 3 
“a 
Week Ended———_———_ “7 TO -_ 
Feb. 17 Feb. 10 Feb. 3 pe 
Barrels Barrels Barrels aa a 
Oklahoma 427,100 423,700 405,650 = pe 
Kansas 176,700 174,650 181,600 i 
— aay an + 4 oueiee oo iA | ibd tbe lad 
Texas 1,361,200 1,856,550 1,242,300 4 1118252 9 16 23306 132027 3 1017 14. 2 9 16 2330 6 132077 
souisiana 278,2 271,6 Ov. EC. JAN. FEB. MAR. : 
Arkansas 68,300 69, 100 70,650 N D e f APR 
Mississippi 6,750 4,600 . e 
Illinois 408'300 372/950 Daily Average Crude Runs to Stills 
Indiana 7,250 5,650 6,600 
Eastern (Ill. and Ind. ; Heavy Line—1939 Light Line—1938 
excluded) 96,600 99,000 94,850 
Michigan 64,900 64,950 63,250 co 
Wyoming 66,550 68,950 61,500 o 
Montana ; 17,050 16,800 17,050 
Colorado 5,050 5,200 4,800 
New Mexico 111,200 113,200 101,050 
California 622,800 621,400 600,200 n36- 
Total U. S. 3,717,950 3,688,100 3,498,800 am 
Crude Imports 82’800 97,900 91,430 oe od 
Total New Supply 3,800,750 3,786,000 3,590,230 £34: 
<n 
Production and Inventory of Pennsylvania Lubricating Oils = 
(Compiled by National Pet. Ass’n. from reports of oil region refiners. = a 
Figures in barrels.) oO 32- 
NAPHTHAS & GASOLINE 7 
(1) Straight run, unblended and/or unleaded, for sale a 
as motor fuel ... : . 21,451 Z J 
(2) Naphtha and gasoline, for sale for blending or 
further refining, or held at refinery for further 030- 
distillation, reforming, blending or leading 358,955 — * . 
(3) Below 65 octane, not included in (1) or (2) above 13,158 
(4) 65 octane & above 380,341 = 
Salable naphthas other than motor fuel material (does poner = 
not include Refinery Process naphthas) 32,585 | 
Kerosine 63,807 28- 
36/40 gas oil (includes furnace oil) 83,470 ° + 
Fuel Oil (not reported above) 20,699 all 
Oils held as cracking plant charging stocks 398,471 } 
Non-viscous neutral 15,463 _ | 
Wax distillate 126,092 : A aan nL OO OD 
Crude petrolatum 24,816 
Wax (lbs.) 5,281,543 4111825 2 9 1623306 13.2027 3 101724 2 9162330613207 
NOV. DEC. JAN. FEB. MAR. APR. 
. 
A. P. I. Weekly Refinery Report 
(Figures in Thousands of Barrels of 42 Gallons Each) 
Stocks 
: Per Cent of a Total Finished & Stocks of Gas Oi! & Distiliates Stocks ef Residual Fuel Oil 
Daily Average Reporting Capacity Gasoline Unfinished ‘ At Terms. At Terms. 
Crude to Stills Operated Production Motor Fuel (b) At Refineries Trans. Pipelines At Refineries Trans. Pipelines 
Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended Week Ended 
Districts Feb. 17 Feb. 10 Feb 17 Feb. 10 Feb. 17 Feb. 10 Feb. 17 # 2Feb. 10 Feb. 17 Feb. 10 Feb. 17 Feb. 10 Feb. 17 Feb. 10 Feb. 17 Feb. 10 
East Coast : 579 545 41 88 6 1.445 1.404 19,227 18,981 2,654 2,595 4.805 4,606 3,718 3,085 4,180 3,708 
Appalachian 120 123 82.8 S408 iti4 444 3,855 3,863 232 221 163 167 598 567 
Ind., Tll., Ky 554 501 4.7 85 6 2.073 1,981 15.468 14,590 2,439 2,507 311 353 2,571 2,562 35 27 
Okla., Kans., Mo.‘ 272 251 79.5 73.4 152 c)S34 8.432 8,095 1,055 1,109 22 23 1,972 1,975 
Inland Vexas = 128 130 S05 SIS 22 514 2,018 1,916 290 PRU 1.563 1.591 
Texas Gulf S55 S44 wo 80.4 2,567 > 460 15,259 14,900 2,678 2,683 25 925 320 5,511 179 217 
La., Gulf 28 25 73.1 71.4 273 269 3.372 3,235 5s4 738 19 21 920 726 241 253 
Ne. La., Arl Me 15 11 SIS 74.5 25 122 705 654 210 243 19 19 434 119 
Rocky Mt 0) 2 78.1 SI 1 222 1.605 1,540 150 161 173 168 
California 174 17S H3.t 64.2 14 17,704 17,49 7,218 7,407 S17 1,640 56,204 56.978 22,997 22,242 
rota! Re t S ( 87.445 85.260 17.51 7 7.681 7 354 73.783 72 20 2644 
1 S TT, ‘ ONS 1 64 S14 ay ? ? 75,702 7 

















INCLUDING INTERNATIONAL PETROLEUM TECHNOLOGY 


J. ©. CHATFIELD, Managing Editor 


on engineers on the staff of oil 
refining companies have made a remarkable record during 
the past fifteen years in which efficient fuel utilization 
has been considered important enough by management to 
warrant employment of combustion experts. The amount 
of fuel required to refine a barrel of crude oil today is 
32 per cent less than it was in 1926. 


This reduction in fuel consumption is more remark- 
able when it is remembered that cracking is much more 
general now than it was 15 years ago. Crude runs to 
stills today are 49.5 per cent greater than in 1926 and 
production of cracked gasoline is 188.5 per cent greater 
than 15 years ago. Then cracked gasoline represented 12 
per cent of crude runs to stills. Today cracked gasoline 
represents 23 per cent of crude charged to stills. 


Work done on today’s crude oil thus is not comparable 
with the work done in 1926. It requires a far greater input 
of heat to crack 23 per cent gasoline from a barrel of 
crude than it would to crack 12 per cent gasoline from the 
same barrel of crude. In other words, the combustion 
engineers have done an even better job of saving fuel than 
is indicated in the following chart based on studies by 
the U. S. Bureau of Mines. 
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Refinery fuel consumption per barrel of crude run to sstills 
has risen only three years since 1926 


FEBRUARY 21, 19140 











During the worst years of the depression fuel con- 
sumption by oil refiners increased. This was due, of 
course, to the fact that plants were operated at less than 
full capacity. Obviously top efficiency cannot be main- 
tained under such conditions. As soon as demand in- 
creased to the point where plants could be run to capacity 
the fuel consumption curve resumed its steady downward 
trend. 


The curve is not falling as rapidly today as a few 
years ago. This would seem to indicate that the combus- 
tion engineers have plugged up the biggest leaks and will 
have to work even more diligently in the future than in 
the past to create new savings. Most plants now analyze 
flue gases and reduce excess air input to furnaces. Many 
increase furnace capacity by preheating the air. As fuel 
costs rise due to failing supplies of natural gas, higher 
fuel oil or coal prices, greater savings become possible 
through the installation of waste heat boilers or other 
heat recovery equipment. 


The importance of fuel costs in the economy of an 
oil refiner are well illustrated by another article in this 
issue telling how Western Pennsylvania refiners have found 
it necessary to go back to coal after several years of rela- 
tively cheap natural gas. One refiner in the Bradford field 
with a rated still capacity of 2500 barrels per day found his 
costs $15 per day higher when the supply failed. To this 
was added a fuel handling investment of some $18,000. 


* * * 


It is not easy to put a monetary value on the reduction 
in fuel costs which combustion engineers have achieved for 
the refining industry during the past 15 years. That is. 
true because refineries burn all sorts of fuel and because 
the value of these fuels varies widely in different refining 
centers. Coal at $3.50 in Pennsylvania is a lot different 
from 10-cent natural gas in refining centers near the oil 
fields. 

On a rough calculation it may be stated that refiners 
saved $3,000,000 in 1938 because of increased combustion 
efficiency compared with 1926. In 1938 refiners employed 
661 trillion B.t.u. to refine 1,165,000,000 barrels of crude 
oil. In 1926 refiners used 647 trillion B.t.u. to refine 779,000,- 
000 barrels of crude. The increase in crude runs in the 
period was 49.5% and the increase in fuel consumed only 
2.2%. If the 1926 rate of fuel consumption had continued 
through 1938 refiners would have used 306 trillion B.t.u. 
more than was actually required. Put your own value on 
a B.t.u. At the low figure of 1 cent per 100,000 B.t.u. the 
saving of $3,000,000 would be indicated, without taking into 
consideration the increase in cracking or other factors. 
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Western Pennsylvania Refiners Back 


On Coal as Gas Supply Fails 


By M. G. Van Voorhis 


N. P. N. Staff Writer 


Ax INCREASE ir the use of coal as fuel at 
refineries in the Bradford, Pa., area and in western New 
York state has taken place during the past three months 
as the result of declining production in natural gas fields 
in the vicinity. These fields have supplied industrial fuel 
to many industries for nearly ten years at rates more eco- 
nomical than coal, it is said. 


Gas rates were made low enough to make it worth 
while in many instances to remove coal equipment al- 
ready installed and replace it with gas-burning equip- 
ment. During the period that gas was available at these 
low rates some new equipment was installed provided only 
with gas-burning equipment. 


Although there were indications of declining gas pro- 
duction as early as last summer, it was with considerable 
consternation that refiners learned early in November 
that the gas supply would be discontinued, in some in- 
stances within two or three days. Actually, gas was de- 
livered longer and work of converting equipment for coal 
or oil was still under way the first week of February. 


Hit as hard as any refiner handling Bradford crude 
was the Bradford Oil Refining Co. The boiler settings re- 
quired considerable reconstruction to be suitable for coal 
firing and cracking furnaces had not been equipped with 
combination burners capable of burning both oil and gas. 


The first step was to convert the boilers to oil. This 
was done in six days which was the time required to ob- 
tain some tank cars of topped crude from Illinois to serve 
as fuel. Gas was not shut off until the oil was received 
although a two-day notice was given Nov. 3, 1939. Since it 
cost Bradford Oil $135 a day more to burn oil under the 
boilers than burning natural gas, no time was wasted in 
preparing for coal. 


To do this it was necessary to tear down the boiler 
settings under the three boilers, shorten them in length, 
put in a new suspended arch construction, in addition to 
rearranging the boiler piping to some extent. This work 
was done in preparation for installation of six coal stokers, 
two under each boiler, and was completed Jan. 15 during 
the coldest weather of winter with temperatures as low as 
20 degrees below zero. 


Natural gas consumption had been close to 600,000 
cu. ft. daily before the change to coal. Daily coal consump- 
tion has been 35 tons since the change-over. With a coal 
cost of $3.50 per ton based on 14,500-B.t.u.-per-pound coal 
the present cost of burning coal is still about $15 per day 
more than gas of about 1050 B.t.u. per cu. ft., it is esti- 
mated. The additional cost is attributed to the greater man- 
power required for feeding stoker hoppers and transfer- 
ring coal into the boiler house. 


As long as the cracking, reforming, and crude stills 
were kept in operation they were unaffected by the gas 
storage because sufficient cracking gas was produced to 
supply fuel. Natural gas was used only when the stills 
were being put back into operation. For that reason the 


R-50 


installation of new combination gas and oil burners was 
delayed until each unit was shut down. On Feb. 8 the last 
of 30 new combination burners purchased for all units 
were installed on the cracking furnace. 


So far the bill for this change-over from gas to coal 
and oil has been approximately $18,000, including the cost 
of equipment and installation. There are still more ex- 
penses to be added to this in providing bins for coal and 
conveyors for coal handling. This is expected to add about 
$3000 more to the expenses involved. 


Some idea of present fuel economy with gas at an in- 
dustrial rate of 35 cents per thousand cu. ft. offered Brad- 
ford Oil Refining Co. is shown by the fact that for one 
cent the consumer gets 30,000 B.t.u. from gas as com- 
pared with 83,000 B.t.u. from coal at $3.50 per ton de- 
livered, and 32,000 B.t.u. from oil at an estimated $1.60 per 
barrel. 


Tue amount of heat purchased in 600,000 cu. ft. of 
natural gas of 1050 B.t.u. per cu. ft. is 630,000,000 B.t.u. 
as compared with slightly over 1,000,000,000 B.t.u. in 35 
tons of coal of 14,500 B.t.u. per pound, indicating the dif- 
ference in efficiency of the two fuels. Some improvement 
in coal efficiency is expected when automatic draft con- 
trol equipment is brought into use. The above figures are 
only rough estimates on the first two or three weeks of 
operation. 


At another refinery gas consumption was around 3,- 
000,000 cu. ft. daily. This plant was partially prepared for 
changing over to coal for its two main boilers because one 
had been built originally with stoker equipment. This 
was removed a short time later to be stored while gas was 
available at a price making the change worth while. The 
econd boiler, installed some time later was designed so 
that pulverized coal could be burned in it with a minimum 
of reconstruction if circumstances demanded the change 
from gas to coal. 


However, equipment for handling coal is expensive 
as compared with gas and even with this provision an ex- 
pense of close to $18,000 was involved. Newly installed 
pulverized coal equipment makes No. 2 boiler at this plant 
one of the most modern automatic coal-fired boilers to be 
found anywhere. Hauling of ash is the only extra opera- 
tion in comparison with gas. Automatic equipment de- 
livers coal through pulverizing equipment from coal car 
to furnace as well as blowing ash to overhead storage 
‘rom which it may be dumped in trucks by gravity. 


The ash handling equipment was not yet completed 
Feb. 9. One of the difficulties of the gas shortage in this 
instance was the fact that while the pulverizing equip- 
ment is a standard item in coal handling equipment it 
had to be built before delivery could be made. This de- 
layed changing over to coal for several weeks. Under 
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these circumstances the gas was not cut off immediately 
but was tapered off gradually. 

The stoker was installed after the pulverizing equip- 
ment and started up on Feb. 10. When the stoker started 
operating gas consumption was reduced below 1,000,000 
cu. ft. daily for the first time. Standby oil-fired boilers 
were put in service during the time the installations were 
being made. 

One of the interesting facts concerning the installa- 
tion of coal pulverizing equipment was the fact that the 
maximum boiler output jumped from 48,000 pounds of 
steam per hour to 58,000 pounds. Thus the use of pulver- 
ized coal increased the boiler steam capacity of the fur- 
nace close to 20%. The efficiency of heat recovery from 
pulverized coal ranges from 78 to 82% as compared with 
percentages in the sixties for stoker firing. This compares 
with 88-89% efficiency with gas fuel, it was estimated. 
Reinstallation of the stoker, a few needed repairs and parts, 
and installation of three or four new combination oil and 
gas burners on cracking equipment added an estimated 
$2500 to the cost of the change-over. 

A third refinery, in a more fortunate position with re- 
gard to ability to change from gas to coal in its boilers 
already had pulverizing equipment in place ready to go 
with but minor installation problems. In this instance 2,- 
000,000 cu. ft. of gas was being burned daily. It was little 
or no problem to cut off the gas and start up pulverized 
coal equipment and substitute 100 tons of coal daily. Un- 
like most of the.refineries this plant was able to dispense 
with gas shortly after the notice came early in November. 
Nearly all gas burners were of the combination oil and 
gas type so that no changes were necessary from that 
standpoint, 

Refineries are, of course, dismayed at being forced to 
return to a fuel which has so many disadvantages as com- 
pared with gas. It has been pointed out that the increase 
in equipment means necessarily more maintenance and at- 
tention, to say nothing of the dirt that it produced in an 
otherwise clean boiler house. It has been pointed out 
further that installation of either stokers or pulverizing 


equipment means putting added dependence on electric 


power to keep the boilers in operation and may make it 
advisable and economical to install steam turbine genera- 
tors to insure uninterrupted electric power. 


Te gas shut-off did not come without some warning 
to those familiar with the gas production fields. There 
was evidence in the gas fields that there might be a short- 
age last summer when salt water showed up in some of 
the gas wells. Another sign was the reduction of gas pres- 
sure in the lines as long as six months ago. 

In the recent report on fuel consumption at refineries 
in 1938 it was shown that coal continued as the primary 
fuel of the Appalachian district. Total consumption for 
the district was reported by the Bureau of Mines as 437,- 
000 tons in 1938. If the present rate of coal consumption by 
refineries affected by this gas shortage continues through 
1940, it may be expected that coal consumption by re- 
fineries in the Appalachian will equal the 1937 total of 577,- 
000 tons. With continuance of the business conditions of 
the past several months the figure may go even higher as 
the result of higher consumption by all refineries. The 
elimination of natural gas as fuel at these refineries will! 
cut the total natural gas consumption of Appalachian 
district refineries to less than half the 1938 total of 4,450,- 
000,000 cu, ft., it is estimated. 

In other portions of the Appalachian district coal has 
been the fuel in general use. Natural gas has not been 
widely available at rates comparable with those enjoyed 
at the north end of the district. The gas rate increase, 
or shortage, therefore, affected only those refiners who for 
a period of several years were receiving gas at a price 
making it competitive with coal. 

Although the market for fuel oils was increased, re- 
finers affected by change in refinery fuel were not ben- 
efited because what fuel they had was relatively small in 
quantity and an increased amount was required for their 
own use as fuel. 
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Past, Present and Future 
are all considered in 
Kellogg-Built Units 


Developments in refining are rapid. It no longer suffices to build a plant 
for today, it must be built with intelligent thought of the future. Those 
refiners who do the best job of planning today will be in the best position 
to take advantage of the developments of tomorrow. 

The M. W. Kellogg Company is supplied with the essentials to assist in 
scientific refinery planning and construction. Its personnel comprises men 
of many years experience in research, design, construction and operation 
of refinery equipment in all parts of the world, with varying crudes, and 
for a wide range of products. In addition, through this organization the 
most advanced processes are made available to the refiner for converting 
available raw materials into a wide variety of profitable products. 

For the solution of a present day refining problem or the formulation 
of plans for the future, consult The M. W. Kellogg Company. 


KELLOGG 


LICENSING AND CONSTRUCTION AGENTS under United States and foreign patents tor 
Catalytic Processes for Cracking, Reforming, Reversion, Dehydrogenation, Alkylation, 
Desulphurization 


@ Gasoline Products Company, Inc., Pyrolytic Cracking 
@ The Polymerization Process Corporation, Thermal and Catalytic Polymerization 


@ JUIK Processes for Lubricating Oil Refining with Propane and Phenol 
Deasphaiting Dewaxing Solvent Extraction and Acid Treating Plants 


@ The Groy Processes Corporation, Clay Treating 


THE M. W. KELLOGG COMPANY JERSEY CITY, NEW JERSEY 225 BROADWAY, NEW YORK 
Los Angeles: 609 South Grand Tulsa: Philtower Building 


EUROPEAN REPRESENTATIVE: Compagnie Technique des Petroles, 134 Boulevard Haussmann, Paris, France. 
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Efficient Combustion Control 


Promises Lower Fuel Costs 


ABSTRACT 


Heat consumption of refineries in the Appala- 
chian district is considerably higher than most 
other petroleum producing districts and more than 
double that of the most efficient district. O. F. 
Campbell suggests to refiners in this district that 
better combustion control, reduction of wastes, and 
installation of economizing accessory equipment 
are all worth-while considerations deserving the 
attention of a capable and experienced engineer. 


| out that complete refineries of Penn- 
sylvania crude oil are operating with a fuel consumption 
or heat requirements more than double that of more effi- 
cient refineries in other districts, O. F. Campbell, Sinclair 
Refining Co., discussed economies which may be effected 
by more efficient combustion control before three group 
meetings of the National Petroleum Association Depart- 
ment of Manufacture in western Pennsylvania recently. 


Mr. Campbell backed up his statements with colored 
motion pictures of actual furnace conditions and showed 
graphs by which calculations accurate to within 1% could 
be made of actual furnace efficiency. He pointed out the 
necessity of a more careful study of oil refining processes 
to reduce the present number of operations in producing 
finished oils and to effect savings by stopping leaks. He dis- 
cussed the desirability of installing waste-heat recovery 
equipment, the more economical use of steam, and the 


ad Stack Loss Chart 


7 For Refinery Gas 
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C=-81% 
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Fig. 2—A stack-loss chart en- 4 
ables quick determination of 13 
possible fuel savings from 28 
proper adjustment of excess O71, = 
air supply to a furnace. The Sof 
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test) and temperature of exit Ss 
flue-gases. The above chart is 7 
for 22,500-Btu. refinery gas with 6 
81% C and 19% H, 5 
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desirability of equipping any fuel-burning unit to take ad- 
vantage of the lowest price fuel available. 

There are reasons for the Appalachian district having 
the highest heat consumption per barrel of crude, it was 
admitted. Appalachian plants do more complete refining; 
the ratio of total amount of oil charged to stills to the total 
crude run is higher, steam and power demands are higher, 
solvent treating, filtering and dewaxing plants are neces- 
sary, and usually a colder climate prevails, However the 
engineer in charge of fuel conservation should recognize 
that high fuel consumption does exist and that he has a 
greater opportunity toward reduction in fuel consumption 
than in any other district in the U. S. 

Inasmuch as it may be uneconomical to abandon old 
equipment and install new, Mr. Campbell confined his 
discussion to operating existing equipment more efficiently 
and economically. During the past few years it has not al- 
ways been economical to install heat-conserving equip- 
ment, due to low-priced fuels. Pennsylvania refiners usual- 
ly have a choice of natural gas, fuel oil, coal, or petroleum 
coke. 

When burning gas and fuel oil they should be burned 
in combination gas and oil burners that will burn each 
fuel equally well when burned separately or simultaneous- 
ly in any proportion. The choice of burner for any particu- 
lar installation is very important, he said, since a poor 
selection is likely to result in excessive refractory main- 
tenance as well as uneven heat distribution in a furnace, 
which may cause short life of oil tubes. 

When burning coal there is a choice of hand firing, 
stoker firing, or pulverized coal firing and the purchaser 
of equipment is in the same quandary as the purchaser of 
oil and gas burners. To take advantage of the lowest fuel 
price, and where coal can be used, it appears best to burn 
coal in the pulverized form and to install tri-fuel burners 
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Fig. 1—To take advantage of the lowest fuel price, and where 

coal can be used, it appears best to install tri-fuel burners 

which can burn oil, gas, or pulverized fuel equally well when 
burned separately or simultaneously in any proportion 


which can burn oil, gas, or pulverized fuel equally well 
when burned separately or simultaneously in any propor- 
tion. 

With existing equipment there is only one major op- 
portunity to save fuel. This is by reducing the excess air 
to the furnace as much as possible. Ideal combustion 
would be to supply just enough air to burn up the fuel and 
no more. However, since ideal conditions do not exist, 
some excess air is a necessity. The fuel saving effected by 
adjusting the air supply to the furnace can be calculated 
readily provided the exit flue-gas analysis and exit flue- 
gas temperature are known. Flue-gas can be analyzed with 
an Orsat apparatus. The calculation of the stack losses for 
each flue-gas analysis and for each temperature is simpli- 
fied by use of a set of combustion curves or charts for 
each fuel. 

Time, temperature, and turbulence are three essential 
factors regarding the burning of any fuel. If any one of 
these is lacking, one or both of the other two must be in- 
creased. When burning coal on a stoker or by hand-firing, 
the temperature of the fuel bed is high, the time factor is 
long and the effect of turbulence is not so essential, but 
the distribution of air under the fuel bed and the fusion 
point of the ash are important items. Pennsylvania type 
coals ordinarily have a high ash fusion temperature and 
are excellent coals for stoker firing. The grindability of 
Pennsylvania coals is also high, making them good pul- 
verized fuel. 


The accompanying chart is a stack-loss chart for the 
average refinery gas. To use this chart, assuming 9% of 
CO: and 4.5% of oxygen are found in the flue-gas analysis 
and the stack temperature is 500° F., locate the 9% COs» 
on the left-hand scale and proceed horizontally to the 
right until the per cent CO: line is intersected. From this 
point proceed vertically downward to the 500° tempera- 
ture line and read the per cent stack-loss on the left-hand 
scale, which turns out to be 20%. The oxygen content is 


used only for checking accuracy of the flue-gas analysis. 
The lower horizontal scale gives the per cent of excess 
air in the exit flue-gas. 


Mr. Campbell presented several other charts adapted 
to other fuels and fuel mixtures. The accompanying table 
shows losses due to water, steam, and air leaks throughout 
the refinery and their effects upon monthly costs. Penn- 
sylvania refineries are inherently high steam consumers 
making steam a major problem. Steam requirements 
should be developed at high pressure wherever possible 
and by-product power generated for the electrical energy 
requirements. 


The steam pressure at which the boilers must operate 
for the generation of electrical energy is a function of the 
ratio of electrical energy of the refinery steam demand. 
For refineries of Pennsylvania oils the optimum steam 
pressure appears to be in the range of 400-600 psi where 
the main plant steam pressure is 100-150 psi. 


A study of over-all refinery steam consumption should 
be made in order to eliminate the wastage of exhaust 
steam to the atmosphere. Stand-by electrically-driven equip- 
ment is advisable to balance steam and electrical energy 
requirements in order to prevent wastage of exhaust 
steam to the atmosphere during the summer. There is a 
general tendency to use more steam in process than neces- 
sary in order to assure a proper finished product. A week- 
ly check-up and repair of all steam leaks was advised. 
Steam-flow measurement to each steam-consuming unit 
was said to be desirable in providing a daily check-up of 
steam consumption. 


T ue treatment of boiler feedwater should not be neglect- 
ed in order to assure protection for the boilers and 
more continuous boiler operation. Boiler feedwater should 
be treated to insure against caustic embrittlement, cor- 
rosion, and scale. With boiler water properly treated, 
boilers should operate continuously for at least six months 
without cleaning. 


Mr. Campbell pointed out other ways of improving 
furnace efficiencies and reducing steam consumption within 
a refinery to reduce the overall refinery fuel consumption, 
such as installation of waste-heat recovery equipment on 
stills, waste-heat boilers, and air preheaters for reducing 
filue-gas temperatures. Waste-heat boilers were said to be 
becoming quite prevalent in the oil industry and should be 
used more extensively. 


It was pointed out that the use of air preheaters for 
preheating air for combustion not only save fuel but in 
most cases increase the capacity of a furnace. The higher 
the preheated air temperature, the higher will be the theo- 
retical flame temperature, and the greater will be the 
amount of heat absorbed by radiation. Less heat will be 
absorbed by convection as a result and the flue-gas tem- 
perature will be reduced. In addition, the use of forced 
preheated air provides more sensitive and more definite 
furnace temperature control and makes it possible to 
provide more even heat distribution in any furnace. The 
use of forced- and induced-draft substantially eliminates 
any disturbance of still or boiler operation incident to 
changes in weather conditions and for still operation this 
was Said to be very desirable. 


It was suggested that refiners assign a capable engi- 
neer to fuel conservation.and support him in his findings. 


Volume and Cost of Leaks of Steam, Air and Water 
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; Number of cu. ft. 
Size of opening wasted per month Total cost 


STEAM WATER 


Total cost 


Number of pounds 
wasted per month 


Number of gallons 
wasted per month 


per mo. 


Total cost per 
with steam 


(dia. in inches) mo. with water 


at 100 Ibs. press. 
Bee sis Faas at 71,194,000 


per month 


1 71,194 $3,559.70 3,271,110 $1,308.44 4,923,733 $246.18 
% tetesesess++ 39,977,000 1,995.05 1,840,000 736.00 2,769,600 138.48 
Me ieee ~ 17,740,800 889.92 817,778 327.11 1,230,933 61.54 
ee Pasbianand 9,979,200 498.96 460,000 184.00 692,400 34.62 
1 4,449,600 224.48 203,000 81.20 307,700 15.38 
by gin etre ees 1,114,560 55.73 50,500 20.20 76,900 3.84 
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MEETS TODAY'S 


Quality 


COMPETITION 


By ANY method of test, gasoline produced by the True Vapor Phase* process gives high 
anti-knock value. Octane ratings by the 1939 Research method are remarkably high when 
compared with A.S.T.M. Motor Method ratings. Road test values correlate closely with Re- 
search Octane numbers. 

Following are anti-knock ratings by both Motor and Research methods of nine gasolines 
produced from widely varied charging stocks from Michigan, Illinois, Pennsylvania, and East 
Texas fields. Observe that the average 1939 Research value of the nine fuels is more than 
thirteen octane numbers higher than the average Motor method octane number. 






































Octane Value of T. V. P. Gasoline 
From Various Cracking Stocks 


OCTANE NUMBER OCTANE NUMBER 
Charging Stock A.S.T.M. ’39 Research Charging Stock A.S.T.M. °39 Research 
Topped Crude 70.2 84.0 Topped Crude 72.0 87.5 
Topped Crude 73.0 86.5 Q 
Gas Oil 79.0 93.5 Topped Crude 7 73.5 86.8 
Topped Crude 71.8 85.0 Naphtha Reforming 71.0 83.8 
Naphtha Reforming . 78.9 92.2 Gas Oil 74.0 88.3 











Results such as these are obtained in units whose cost and yields compare favorably with 
liquid phase plants. Ask us how we can help you meet the new competitive factors in to- 
day’s markets on an economic basis. 


COMBUSTION 
COMPANY 


Schaff Building Philadelphia, Pa. 
Branch Offices—Chicago, Ill., Los Angeles, Calif. 





*Licensed by PETROLEUM CONVERSION CORP., Elizabeth, N. J. 
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Octane Number and Lead Response 
Improved by Solutizer Sweetening 


By D. L. Yabroff and A. C. Nixon* 


ABSTRACT TABLE 1 
. . ies ines 
Average effect of solutizer sweetening on 31 Properties of Untreated (Sour) Gasolines 
5 a a Sulfur, % wt. 
gasolines of varying source and type tested is to API Bro- Mercap- 
° ° : Type of Item A.S.T.M. distillation, °F. grav- mine tan 
save 31 to of tetraethyl lead in gasolines whose gasoline No. IBP 10% 50% 90% FBP ity No.(9) Total (13) 
average mercaptan sulfur content was .060% by 1 91 108 143 226-203 79.3 1.3 0.466 0.172 
2 9 163 23 : 383 68.2 0.192 0.07% 
weight in the sour gasoline. Tetraethyl lead sav- | 3 120 160 208 270 320 68.7 0.2 0.018 0.005 
Straight 4 104 159 237 : 370 64.9 2.2 0.033 0.006 
ing ranged from 9 to 65%. run | 5 113 164 226 293 351 626 0.8 0.112 0.052 
: : a, 6 119 166 216 271 307 64.9 0.4 0.090 0.042 
When leading to an octane number five units | 7 118 178 279 403 433 59.4 13 0.115 0.042 
, , ‘ | 8 119 156 194 234 261 645 ... 0.064 0.020 
higher than that of the sour gasolines, solutizer 
: : , (9 115 159 270 374 398 57.9 88 0.217 0.082 
sweetening resulted in an average lead saving }10 98 162 270 354 385 593 61 0.164 0.058 
: |11 92 108 136 187 245 77.9 93 0.292 0.184 
of 2.5 cent per barrel. The range of savings was }12 92 131 239 339 378 62.5 83 0.282 0.111 
‘ 13 105 141 231 361 410 61.1 0.062 0.019 
from 0.3 to 25 cents per barrel. Solutizer treat- 134 189 219 242 278 309 54.7 89 0.83 0.089 
h f li . 15 9 136 262 369 412 57.8 74 0.137 0.034 
ment removes the mercaptans from gasoline in- | 46 147 203 289 374 415 51.3 62 0.352 0.046 
. Cracked 117 109 158 260 354 389 57.9 92 0.128 0.037 
stead of converting them to other sulfur com- sete lig 112 159 249 344 «402 «59:3 100 0.067 0.019 
(19 98 147 263 385 435 55.9 74 0.303 0.090 
pounds. |20 107 163 283 380 406 57.4 72 0.084 0.021 
|21 93 144 270 357 381 566 77 0.645 0.099 
}22 95 132 270 374 398 60.1 82 0.305 0.117 
}23 99 127 241 378 410 59.8 91 0.135 0.022 
124 97 146 266 364 396 57.1 70 0.239 0.042 
(25 140 191 250 325 384 544 74 0.186 0.035 
Blend of { 26 105 145 241 soe 377 ~=—- 60.9 14 0.090 0.022 
cracked and { 27 103 148 249 343 385 59.6 31 0.186 0.056 
straight run | 28 111 164 259 353 388 60.7 38 0.093 0.016 
I : Catalytic (29 79 98 200 406 75.8 116 0.47 0.193 
T IS well Known that the presence of sulfur polymer 130 84 114 216 360 414 71.1 157 0.138 0.045 
compounds in gasoline decreases the octane number and ieee nai ao aa ae ee 
the lead susceptibility (2, 3, 4, 6, 7, 8, 10, 11, 12). The magni- Averages—Items 1-8 incl............... Leeseseees 0.136 0.046 
» d is effect is Nnende , > Jue itv Items 9-25 incl. ‘ Su atetae mater 0.261 0.065 
tude of this effect is dependent not only on the quantity coer Gar Goa ""* Nona 0.060 
of sulfur compounds present, but also on the type. Poly- 


sulfides are among the worst in this respect, followed by 
disulfides and mercaptans, thioethers, and thiophenes. Con- 80 
ventional sweetening processes convert mercaptans to 
disulfides, and in many cases, small amounts of polysul- 
fides are formed as well. As a result of sweetening, the 
octane number and lead susceptibility are lowered to a 
greater or lesser extent, as compared to the sour gaso- 
line, depending on the particular gasoline, the sweetening 
process employed, and how carefully the sweetening pro- 
cedure has been carried out (1, 12). 

The Solutizer process accomplishes sweetening of the 
gasoline by extracting the mercaptans completely, using 
a “solutized” caustic solution, i.e., one of high solvency 
power. Since the mercaptans are removed from the gaso- 
line in this case, rather than converted to other sulfur 
compounds which are equally bad or even worse than 
those originally present, it is to be expected that solutizer 
sweetening will result in an improvement in octane num- 
ber and lead susceptibility as compared to the sour gaso- 
line. A few data were presented (14) indicating that such 
is the case. We have since had the opportunity to examine 
a fairly large number of gasoline samples differing in type 
and origin, and the results obtained are presented in this 
paper. 
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@ SOUR GASOLINE 


OCTANE NUMBER,MOTOR METHOD 


@SOLUTIZER SWEETENED 


z . : ‘ 60 6 
Properties of the sour gasolines as received are given fe) 0.5 | 2 3 4 5 
in Table 1. ‘These include the A.S.T.M. distillation, A.P.I. TETRAETHYL LEAD, CC./GAL. 
gravity, bromine number, and sulfur contents. The straight 





: ; , _ . Fig. 1—Average octane numbers for 31 different gasolines show- 
run gasolines represent samples from West Texas, New Nie “tleiit : 31 difte , mont 
ing the improvement in octane number and lead susceptibility 
Shell Development Co., Emeryville, Cal resulting from solutizer sweetening 
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Few people realize the vast amount of impurities contained in crude 
petroleum. Crude oil as a source of salts in any considerable quan- 
tity might seem to be rather far fetched. Yet the salt content of the 
crude charged to one group of Petreco Electromatic De-Salting Plants dur- 
ing one month's operation amounted to 323 tons, or at the rate of 3,876 
tons per year. 

These salts are the cause of endless refining difficulties and expense 
when not removed from crude charging stocks. They also effect the quality 
of refined and residual products. Efficient de-salting of the crude before 
entering the refinery has proved to be tremendously profitable to many 
refiners. 


All crude charging stocks should be tested carefully for salt content. 
Where proper facilities for testing are not available, samples of the oils 
should be submitted to the Petreco laboratory for the purpose. Com- 
plete field and laboratory cooperation, and Petreco’s preliminary advisory 
service are available without cost or obligation. 


PETROLEUM RECTIFYING COMPANY OF CALIFORNIA 
General Offices: 530 West Sixth Street, Los Angeles, California 
Gulf Coast Headquarters: Houston, Texas 
Representatives In Principal Oil Fields and Refining Centers 
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Mexico, Pennsylvania, and the Mid-Continent. The 
cracked gasolines represent samples from California, Mon- 
tana, Arkansas, and Louisiana, in addition to those sec- 
tions listed above. 


A portion of each sample was sweetened with solutizer 
in the laboratory in the following manner. The gasoline 
was cooled to 0°C. and successively extracted in a separa- 
tory funnel with fresh 10% or 20% volume batches of 
precooled solutizer solution (6N potassium hydroxide, 3N 
potassium isobutyrate) until a sweet doctor test was ob- 
tained. In general, the gasoline was sweetened by two or 
three extractions. The sweetened gasoline was then 
filtered and immediately inhibited with 01 gram of 
«-naphthol per liter in order to prevent any deterioration 
prior to further testing. 

To minimize oxidation during the period of extrac- 
tion, the air in the separatory funnel was displaced by 
nitrogen, and the entire procedure was carried out in the 
course of an hour’s time or less. It has been our experience 
that gasolines of less than about 10 pounds Reid vapor 
pressure can be treated in this manner with a negligible 
loss of light ends. Nevertheless, for the purpose of the 
ensuing octane comparison between the solutizer sweet- 
ened and sour samples, a portion of the latter was put 
through an identical extraction procedure, substituting 
water for solutizer solution. 

Octane number determinations were carried out in 
accordance with A.S.T.M. method D357-38T in the presence 
of 0, 1, 2, and 3 cc. of tetraethyl lead (TEL) per gallon. 
At each lead concentration, the sour and solutizer sweet- 
ened samples were directly compared in the engine, thus 
allowing the detection of differences as small as 0.2 oc- 
tane numbers, as set forth in Sections 14(b) and 16 of the 
A.S.T.M. procedure. In this way, a reliable determination 
of the effect of solutizer sweetening, as compared to the 
sour gasoline, was obtained. 

The results for the various gasolines are presented 
in Table 2. The octane number of the sour gasoline is 
given to the nearest half unit, while the difference in oc- 
tane number between the solutizer sweetened and sour 
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TETRAETHYL LEAD, CC./GAL. 
Fig. 2—Average octane numbers for 17 cracked gasolines and 
for eight straight run gasolines showing the improvement in 
octane number and lead 
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TABLE 2 


Effect of Solutizer Sweetening on Octane 
Number and Lead Susceptibility 
Increase in octane number 


Octane number of untreated (Motor method) resulting 
(sour) gasoline, Motor method from solutizer sweetening 


plus plus plus plus plus’ plus 
Type of Item Un- 1 ee. 2 ce. 3 ec. Un- lee. Zee. 3 ee. 
gasoline No. leaded TEL TEL TEL leaded TEL TEL TEL 
=: 65.0 70.5 73.5 75.5 2.0 3.2 4.2 3.9 
| 2 45.5 52.5 57.0 61.0 1.2 1.4 1.9 je 
| 3 60.5 70.5 75.5 78.5 0 0.7 0.8 3 
Straight 1 4 53.0 63.5 69.5 73.0 0.6 0 0 0.3 
run | 5 63.5 71.5 75.0 77.5 0.4 2.5 3.0 a 
| 6 62.0 68.5 73.0 75.5 0.7 2.4 pe 2.4 
im: 43.5 51.5 57.0 60.5 0.3 2.5 3.6 1.3 
| 8 70.5 78.5 82.0 84.0 0 1.0 LZ 15 
(9 63.0 68.5 70.5 72.0 0.4 i 2.0 2.8 
| 10 63.0 68.5 71.5 74.0 0.5 1.4 9 1.4 
} 11 75.5 78.0 81.5 0.8 2.6 : 2.4 
12 70.5 75.0 76.5 78.0 0 1.4 2.3 2.3 
| 13 62.5 69.5 73.0 75.0 0.2 0.5 0.5 0.6 

| 14 70.0 72.0 ; 74.5 0.2 1.3 1 

| 15 72.0 74.0 Tho ‘ 1.0 1.3 Re 

| 16 64.5 69.5 72.0 73.5 0 0.6 0.6 0.4 
Cracked ae, 65.0 71.0 73.0 75.0 0.5 0.9 1.0 1.3 
| 18 66.0 72.0 TS 7.5 0.4 1 By 1.6 135 
19 70.0 72.35 75.5 76.5 0.5 1.0 1.3 2.5 
| 20 59.5 66.5 70.0 73.0 0 1.0 2.0 1.5 
| 21 69.5 72.0 73.5 0.2 0.6 0.7 
22 67.5 71.5 tod 0.8 2.0 . pay f 
23 70.0 75.0 77.0 79.0 0 1.3 1.2 Ee 
| 24 70.0 74.0 76.5 tt.0 0 0.7 1.0 0.9 
| 25 68.0 73.0 77.5 0.4 1.0 1.0 
Blend of { 26 67.0 73:5 77.0 79.0 0.9 1.0 1.1 0.6 
cracked and = { 27 67.0 73.0 75.5 77.5 0 1.4 1.9 2.0 
straight run | 28 58.0 65.5 70.0 72.5 0.2 0.7 0.9 0.7 
Catalytic { 29* 70.0 75.0 77.0 78.5 0.4 1.4 Oe | 2.0 
polymer ) 30 2.5 84.0 85.0 84.5 0.3 0.3 0.3 0.7 
Reformed 31 69.0 75.0 78.0 79.0 0.4 0.9 : | 1.6 

Averages : : 
Items 1-8 incl 57.9 65.9 70.3 73.2 0.65 1.71 2.10 2.28 
Items 9-25 incl 67.4 71.9 74.3 75.9 0.35 1.21 1.46 1.55 
Items 1-31 incl. 65.3 70.8 73.8 3.7 0.43 1.29 1.57 1.68 


*Octane numbers obtained for a 1-1 blend with A-5 reference fuel. Oc- 
tane number of reference fuel 10.5. 


TABLE 3 


Comparison of TEL Requirements of Sour and Solutizer 
Sweetened Gasolines 


Type of Item ce. TEL /gallon required 
gasoline No. for solutizer sweetened 
gasoline to give the same Savings in TEL resulting 
octane number as the from solutizer sweetening, 
sour gasoline containing compared with the sour 
various amounts of TEL gasoline, percentage 








ae .¢ . wee s : 
ef és 2 8&8 gE gE dE 
ae <3 es wg “3 =o &§ 
ms = = = = =S mS ws wi & 
v7 ay te at mk ok ote me 
c2 M3 Ff ce FE EE FE 
wt 6S Fe ye SE ce ce € 
o& at a eE& = e & e& > 
1 0.13 0.36 1.32 74 64 57 56 62.5 
2 0.37 0.70 LoS 2.25 26 30 22.5 25 25.9 
3 0.45 0.80 1.78 ».62 10 20 11 12.7 13 
Straight 1 0.43 0.91 1.86 2.78 14 9 rg ta 9 
run 5 0.32 0.64 hae 1.80 36 36 36.5 10) 37 
| 6 0.30 0.65 1.3 1.02 40 35 33 36 56.0 
| 7 0.33 0.68 1.33 1.95 54 32 3.5 35 33.8 
| 8 0.42 0.82 1.60 2.29 16 18 20 23.7 19.4 
9 0.29 0.62 Lae 42 38 39 41 10.0 
|} 10 0.33 0.70 1.43 3 30 33.5 30.7 32.0 
11 0.16 0.34 0.76 68 68 62 63 65 
| 12 0.3 0.60 Lio 38 10 13.5 16 42.0 
235 0.44 0.90 1.81 12 10 9.5 10.7 10.5 
114 0.25 0.49 1.00 90 51 50 oY 50.8 
}15 0.10 0.35 0.91 80 65 54.5 a 63.0 
| 16 0.45 0.89 1.76 10 11 12 | 11.6 
Cracked {17 0.35 0.76 1.57 30 24 21.5 23.3 24.7 
118 0.36 0.75 1.52 28 25 24 26 25.8 
119 0.26 0.58 | By | 18 42 39.5 10 42.5 
| 20 0.41 0.81 L.o¢ 18 19 21.5 24.7 20.8 
} 21 0.37 0.78 1.59 °%"G ”) 90.5 OR ) Q 
122 0.22 0.49 1.04 6 51 18 19.3 51.1 
| 23 0.39 0.76 1.49 22 24 5.5 x0 54 
| 24 0.41 0.71 1.60 18 29 »”) 24 22.8 
25 0.35 0.75 1.54 0 25 23, 24.3 25.6 
Blend of 26 0.55 0.77 1.68 2.51 3 23 16 16.3 22.3 
cracked and ) 27 0.35 0.71 1.35 1.92 30 29 32.5 36 31.9 
straight run | 28 0.44 0.89 1.78 2.67 12 11 ye 11 12,3 
Catalytic (29 0.30 0.65 27 31 4( 37 %6.5 39.7 38.3 
polymer ) 30 0.29 0.68 1.65 2.25 42 32 175 2 29.1 
Reformed 31 0.36 0.75 1.53 2.22 28 25 23.5 26 25.6 
Averages 
Items 1-8 incl. 0.34 0.70 146 2.12 $1.3 30:5 Fis 29.5 29.7 
Items 9-25 incl. 0.32 0.66 1.36 1.99 36.9 33.7 32.1 33.8 33.9 


? 
Items 1-31 incl. 0.33 0.69 1.42 2.07 33.8 31.4 29.2 31.1 31.4 
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Catalytic Dehydrogenation Raises octane number 15 to 20 points with 
high yields. 
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Fig. 3—Average TEL saving as a function of the per cent 
mercaptan sulfur in the sour gasoline 


gasoline is reported in tenths of units. It will be noted that 
in every case the octane number was improved as a result 
of solutizer sweetening, or else unchanged. The average 
increase in unleaded octane number for the 31 samples 
was 0.42 units, and with 1, 2, and 3 cc. TEL per gallon, 
the corresponding increases were 1.29, 1.57, and 1.68 octane 
numbers. The average octane increase was somewhat 
greater for the straight run gasolines (items 1-8) than 
tor the cracked gasolines (items 9-25). The average octane 


TABLE 4 


Comparison of TEL Requirements of Sour and Solutizer 
Sweetened Gasolines 


TEL required to ob- 
tain an octane number 
5 units higher than TEL saving 
that of the sour gaso- 
line, cc./gal. 
For solutizer 


resulting 
from solutizer sweetening, 
compared to sour gasoline 


Type of Item For sour sweetened c/bbl. 
gasoline No. gasoline gasoline ee. / gal, (at 0.25¢/cc.) 
; a 0.83 0.28 0.55 5.78 
4 0.60 0.38 0.22 2.31 
i 3 0.34 0.30 0.04 0.32 
Straight , 4 0.32 0.27 0.05 0.53 
run | 5 0.50 0.32 0.18 1.89 
6 0.57 0.35 0.22 2.31 
7 0.50 0.34 0.16 1.68 
8 0.47 0.38 0.09 0.95 
{ 9 0.98 0.67 0.31 3.26 
| 10 0.80 0.55 0.25 2.63 
} 11 2.50 0.94 1.56 16.4 
12 1.37 0.80 0.57 5.99 
113 . 0.60 0.52 0.08 0.84 
| 14 1.45 2.05 2.40 25.2 
15 1.70 2.30 2.40 25.2 
1b 1.00 0.89 0.11 1.16 
Cracked ,17 0.84 0.63 0.21 ye | 
| 18 0.66 0.48 0.18 1.89 
19 1.70 1.03 0.67 7.04 
| 20 0.56 0.46 0.10 1.05 
| 21 2.39 1.92 0.47 4.94 
| 22 1.30 0.66 0.64 6.72 
| 23 1.00 0.76 0.24 2.52 
| 24 1.22 0.96 0.26 2.73 
25 0.93 0.70 0.23 2.42 
Blend of { 26 0.63 0.44 0.19 2.00 
cracked and 27 0.79 0.55 0.24 2:32 
straight run 28 0.49 0.43 0.06 0.63 
Catalytic { 29 1.05 0.67 0.38 3.99 
polymer } 30 6.0 6.0 
Reformed 31 0.74 0.55 0.19 2.00 
Averages— 
Items 1-8 incl. 0.48 0.32 0.16 1.68 
Items 9-25. incl Lt? 0.78 0.39 1.10 
Items 1-31 incl 0.81 0.57 0.24 2.52 


numbers of all the gasolines are plotted on an ethyl blend- 
ing chart (5) shown as Fig. 1, while the averages for the 
cracked and for the straight run gasolines are shown in 
Fig. 2. 

Plots, similar to those of Fig. 1 and 2, were prepared 
for each gasoline, and the amounts of TEL that had to 
be added to the solutizer sweetened gasoline in order to 
match the octane number of the sour gasoline doped with 
0.5, 1, 2, and 3 cc. of TEL per gallon, respectively, were 
determined. This is shown in Table 3 which includes also 
the percentage saving in TEL as a result of solutizer 
sweetening, compared to the sour gasoline. The mean per- 
centage saving, shown in the last column of the table, is 
the average of the values at the four lead concentrations. 
These values vary considerably for the different gasolines 
(9.3 to 65.3%), but appear to be correlated with the mer- 
captan content of the sour gasoline. This is illustrated by 
Fig. 3 where the mean TEL saving is plotted against the 
logarithm of the mercaptan concentration. On the whole, 
the points fall within or close to the smooth band. It may 
be noted that the mean TEL saving appears to be substan- 
tially the same for the cracked and straight run gasolines 
for a given mercaptan concentration, as shown by the 
average points for each type of gasoline plotted in Fig. 3. 

In comparing the quantity of lead that must be added 
to the sour and to the solutizer sweetened gasolines to ob- 
tain equivalent octane numbers, the percentage saving in 
TEL, resulting from the solutizer sweetening of a given 
gasoline, is roughly independent of the quantity of TEL 
used, as shown by the last five columns of Table 3. The 
actual saving in TEL, expressed either as cc. per gal. or 
as cents per bbl., however, will of course depend on the 
extent to which the octane number of gasoline is to be 
raised by leading. Comparing the amounts of TEL re- 
quired for the sour and for the solutizer sweetened gaso- 
lines in order to obtain an octane number five units higher, 
for example, than that of the untreated (sour) gasoline, 
it is found that the actual saving in TEL, resulting from 
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TEL, cc./GAL., REQUIRED TO RAISE OCTANE 
NUMBER OF SOUR GASOLINE 5 UNITS 


Fig. 4—TEL saving, as cents per barrel at 0.25c per cc., as a func- 


the lead required to raise the octane number of the 
sour gasoline five units 
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THE GRAY CLAY TREATING PROCESS 








If your problem is to produce from cracked 
gasoline a high quality, stable product of low 
gum content, and with no loss in octane 


number, the Gray Process will do it for you. 


For years this proven, economical process has 
enabled refiners to meet these specifications 
with units having capacities ranging from 100 


barrels to thousands of barrels per day. 


THE GRAY PROCESSES CORPORATION 
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solutizer sweetening, is now a function of the quantity of 
TEL required for leading the untreated gasoline. This is 
is shown by the data of Table 4 which are plotted in Fig. 
4. Thus, if the sour gasoline required 0.5, 1.0, or 1.5 cc of 
TEL per gal. in order to raise the octane number five 
units, solutizer sweetening plus leading to the same octane 
number would result in a lead saving (at 0.25c per cc) 
amounting to about 1, 3, or 5c per bbl., respectively. 

In all of the above cases, we have compared the lead 
response of the solutizer sweetened gasoline with that of 
the untreated gasoline. If, however, solutizer sweetening 
were compared with sweetening methods that convert mer- 
captans substantially to disulfides, the lead savings il- 
lustrated in Fig. 3 and 4 would be appreciably increased 
in many cases. 
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To Examine Analytical Methods 
In N.G.A.A. Research Project 


A stupy of present apparatus and procedure 
used in making low temperature fractional analyses of 
gases and liquids is being sponsored by the Natural Gaso- 
line Association of America, according to George P. Bunn, 
Phillips Petroleum Co., president of the association. It is 
aimed to enable more nearly duplicable results between 
various company laboratories. 

The study will take the form of a co-operative project 
in which both member and non-member companies will 
take part. Fifteen individual company laboratories will 
alternate in furnishing all the other laboratories with iden- 
tical samples of the material to be analyzed and the re- 
sulting analytical data will be compiled and studied by the 
Technical Committee of the association under the direc- 
tion of chairman C. R. Williams, Continental Oil Co., Ponea 
City, Okla. 

In discussing the project, President Bunn said the 
association is merely continuing its policy of trying to 
‘mprove the test methods and procedure of standards with- 
in the industry. “Answers to a questionnaire circulated 
by the association last year,” said Mr. Bunn, “indicated 
that there were many minor differences in analytical ap- 
paratus used by different laboratories and that there were 
differences of opinion on procedure. While few of these 
things are particularly significant in themselves, it is felt 
that they cause unnecessary confusion in the industry by 
making it difficult for laboratories to check each other 
exactly when analyzing identical materials.” 

Companies participating in the project are: Carter 
Oil Co., Continental Oil Co., Hanlon-Buchanan, Inc., Humble 
Oil & Refining Co., Indian Territory Illuminating Oil Co., 
Lone Star Gasoline Co., Phillips Petroleum Co., Pure Oil 
Co., Shell Oil Co. Inc., Sinclair-Prairie Oil Co., Skelly Oil 
Co., Stanolind Oil & Gas Co., Texas Co. of Cal., United 
Gas Pipe Line Co., and Warren Petroleum Corp. 
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of Refining for Mid-Continent Petroleum Corp. 


By Allen S. James 
N. P. N. Staff Writer 


Mid-Continent Petroleum Corp., which operates one of 
the largest independent refineries in the Mid-Continent field, 
announced recently a construction program to cost $2,500,- 
000. The expansion will include a catalytic cracking unit, 
reforming unit, catalytic polymerization unit, and new 
type wax plant developed recently by the Lummus Co. 
Completion of a $1,500,000 expansion and improvement 
program in the lubricating oil process department, has re- 
cently been completed. 


In charge of refining for this company is Vice Presi- 
dent Fred B. Koontz whose picture appears on the front 
cover of this issue. It was in 1917 that Fred Koontz, work 
ing in California, heard about the young Cosden & Co. of 
Tulsa. He applied for a job, got it and joined the company 
as process superintendent. The plant at that time had six 
crude stills, four steam stills and a small boiler house. 
Today the refinery site consists of 800 acres, with a com- 
plete refinery capable of processing 40,000 barrels of 
crude daily. 

Koontz is the son of a West Virginia banker and 
grandson of an Army captain. He started his education 
in a military academy, with his sights set on West Point 
and an army career. Countless hours he had sat as a 
boy on a footstool at the feet of his grandfather and 
listened to tales of army life. 


Somewhere along the line young Koontz became 
sidetracked and decided, at the age of 18, to begin mak- 
ing some money of his own in a hurry. The oil business 
in Mexico appeared attractive in 1907 and he set sail for 
Tampico. There he obtained a job in the laboratory of 
the old Waters-Pierce Oil Co.’s refinery. 


Three revolutions later and after several months of 
traveling with and taking instructions from Pancho Villa, 
Fred Koontz left Mexico and traveled to California where 
he got a job in the production and pipe line department 
of the Standard Oil Co. of California. He was placed in 
charge of a thousand teamsters who were excavating 
for the huge concrete oil storage pits then being built 
by that company. Koontz had to see that those teamsters 
were fed and housed and kept working. 


Koontz worked in various departments of several 
companies on the Pacific coast, at one time being the night 
superintendent—and crew—for a small lubricating oil 
refinery. He worked from 5 p.m. until 7 a.m., and on 
weekends cleaned the boilers and rolled the tubes. If 
he had any spare time at night he glued barrels. 

Then came a period of several months when he and 
Mrs. Koontz lived in a tent on the desert while he and 
others drilled what they hoped would be their gusher. 
The hole was dry every inch of the way down, Koontz 
says, and he came out of that venture with $4.65 and 
no job. 

“That’s where I began to get my real education,” 
Koontz says. “For sixteen months and three weeks | 
was on the pick and shovel gang at a refinery. I learned 
to sweat. I sweat harder while I was working extra at 
nights as a stevedore.” 

Koontz also become quite a boxer during that period. 

After he became affiliated with the present Mid- 
Continent organization he formed an athletic club, built 
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a clubhouse and encouraged the workmen to avail them- 
selves of its facilities. 

Koontz’ major hobby is breeding race horses. For 
several years he had a string of race horses running 
at the larger tracks but some time ago abandoned his 
farm near Tulsa and transferred his stock to the Mili- 
tary Stock Farm in Kentucky, in which he has a part- 
nership interest. 

Boys also are a major interest to Fred Koontz. He 
started the practice a few years ago of giving summer 
employment to the sons of company employes. Before 
he would employ a boy, however, Koontz made it clear 
just what he expected that boy to do with the money he 
earned. The boy had to agree to show Koontz at the end 
of the summer receipts for a suit of clothes, an overcoat, 
a hat, shoes and then he had to buy his school books. The 
remainder of the $150 to $200 the boy earned during 
the summer was his to spend as he pleased. 


Refinery Power Plant 
Is Conference Topic 


Power for the Refinery is one of the subjects to be dis- 
cussed at the Midwest Power conference to be held here April 
9 and 10. Armour Institute of Technology, in co-operation 
with seven middle western universities and colleges and 
several local and national technical societies, is sponsoring 
the conference. 

A feature of the conference will be an economic com- 
parison of diesel and steam units in small power plants. 
Both of these subjects are scheduled tentatively for the 
afternoon of April 9. On the following morning the fuel 
problems of power plants, particularly gas and coal, will 
be presented. 


Distillation Symposium 


A technical meeting attended by 16 representatives of 
the technical staffs of licensees of Petroleum Distillation 
Corp. was held in the offices of Standard Oil Development 
Co. Feb. 5 and 6. Technical problems relating to fractional 
distillation of petroleum and its products were discussed 
in connection with the presentation of seven _ technical 
papers. Other meetings are planned for the future to take 
further mutual advantage of the wide scope of available 
experience and data. 


R. P. Anderson, secretary, Division of Refining, Ameri- 
can Petroleum Institute, was elected chairman of the Stand- 
ards Council of the American Standards Association, at 
its annual meeting held recently in New York City. 


Perco Licensing Agreement Widened 


Perco Inc., Bartlesville, Okla., has appointed The Lum- 
mus Co. licensing agent on a non-exclusive basis in Canada 
and the United States for Perco Catalytic Desulfurization, 
Catalytic Dehydrogenation and Copper Sweetening. For- 
merly Lummus was licensing agent in certain areas of 
the United States only. 
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Confidence 


Buyers of refinery equipment fabricated 


in the great shops of Sun Shipbuilding 


and Dry Dock Company can be certain 





that each order will be given meticu- 


lous care by Sun’s corps of engineers, 





fabricators and inspectors. The finished 


job will be exactly as specified. You 


can have confidence in Sun. 














| SHIPBUILDING & DRY DOCK CO. 


CHESTER, PENNSYLVANIA 
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Carolina Marketers Head Urges 


Spring Change-Over Campaign 


T HE Spring Change-Over is technically sound for 
the motorist, for the protection of his car, and can be best 
sold on that basis, is the message to oil marketers of J. H. 


Parker of New Bern, N. C., president of the North Carolina 


Oil Jobbers Association. 


His message comes out of years of experience in first 
operating a service station, later running his own oil market- 
ing company, the Coastal Petroleum Co. 
of several from the presidents of active marketing associations 
that NATIONAL PETROLEUM NEWS will publish in its 
own Spring Change-Over campaign, to make the oil company’s 


Change-Over servicing most successful. 


By J. H. Parker 


North Carolina Independent Oil Jobbers Association. 


President, 


Advocating Spring Change-Over is 
% sound not only from a_ business 
standpoint but from a technical stand- 
point. The Change-Over is essential to 
the proper functioning and longer life 
of an automobile. 

This is the golden opportunity for 
the independent marketer to sell his 
product on its merit and the necessity 
for that product and not on a price 
basis. It will of course take sales ef- 
fort, but anything that is really worth 
while is worth working at. Build up 
that Change-Over business this Spring 
and watch the repeat business flow in 
when Fall Change-Over time arrives. 

It is not as difficult to work up this 
profitable Change-Over business as 
might be imagined. Educate yourself 
and your dealers to mention the ap- 
proach of Spring to all customers and 
expand on the subject of what change 
in climate means to the functioning of 
their machine. Tell of the necessity 
for maintaining the proper grade of oil 


1940 


This message is one 


in crankcase, 
ential. 


transmission 


and differ- 
Bring out that time and travel 
contaminate the oil in these units and 
that this contamination causes wear in 
this motor, and may result in expen- 
sive repairs that will far outweigh the 
costs of a Change-Over. 


Tue average person thinks a great 
deal of his car and will listen, be- 
cause he is being told how to save. A\l- 
ways remember that your customer is 
interested in saving money and avoid- 
ing troublesome experiences with his 
car. Bear down heavily on these sav- 
ing aspects of the Change-Over. 

One word of caution. Don’t be mo- 
notonous. Have something new and 
interesting to tell your customer each 
time he enters your station. The sub- 
ject of Change-Over is a big one and 
should supply enough material for a 
continuous sales program. Thus, the 
customer is prepared for the Spring 


Change-Over and has the expense fac- 
tor minimized in his mind. 

In addition to these efforts the dealer 
should display prominently the various 
oils used in Change-Over. He should 
have his hypoid and heavy gear oils 
out where they can be seen and lead 
to questions from potential customers, 
or give the attendant a leader for his 
sales talk on Change-Overs. The deal- 
er, in addition, should make proper use 
of the materials given him by his sup- 
plier. 

Posters, advertising matter, and 
handouts should be fully taken advan- 
tage of, for every angle of attack helps 
in reaching the ultimate goal, the cus- 
tomer Change-Over. 

In addition, the Spring Change-Over 
is the ideal opportunity for lubrication 
work, tire sales and accessory sales. 
There actually is no limit to the sales 
possibilities of the season. Take ad- 
vantage of all of them and the profits 
will take care of themselves. 
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Product Movement Streamlined 


In Modern Bulk Plant 


Ee rity low of 


Cincinnati distributing plant 


L OWER handling costs and 
greater operating flexibility are fea- 
tured in combined bulk station, ware- 
house and division office accommoda- 
tions recently completed by Standard 
Oil Co. of Ohio at Cincinnati, a short 
distance across the Ohio river from the 
company’s Latonia refinery. 

Designed for a _ refined product 
throughput of approximately 2,250,000 
gallons a month, this plant is a ter- 
minal for pipelines from the refinery. 
In addition to supplying a large fleet 
‘of route and dispatch trucks for whole- 
sale distribution, it will also be the 
focal point for transport units supply- 
ing smaller bulk stations within a 
radius of about 40 miles. 

It will serve a territory formerly 
supplied by three small bulk stations 
and a part of the Cheviot territory. 
However, a bulk station at Cheviot, 
also on the refinery pipeline, will con- 
tinue to serve customers in that area. 
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refined products from a tank yard located 20 feet above grade in the 





loading yard, reduces handling costs at 
Special settling tanks, or traps, are shown in three flow lines just ahead of air sepa- 


rators and meter house 


One of the tanks in the tank yard is shown in the left foreground 


For the oil marketer faced with the 
problem of moving a large volume of 
products into a concentrated area with 
maximum efficiency and minimum 
handling costs, this plant holds par- 
ticular interest. Pre-construction analy- 
sis has permited topographical advan- 
tages of the site itself to be used in 
reducing pumping costs. Combined 
with this is provision for accurate 
check of the volume-products handled 
and for arrangement of facilities to 
aid fast and efficient movement of all 
products from one end of the plant 
to the other. 

Dimensions of the new property are 
450 by 1050 feet—approximately 10 
acres. A site was selected which made 
it possible to locate the tank yard for 
refined products on high ground at 
the rear of the property, so that the 
tank bottoms were approximately 21 
feet above grade in the loading yard. 
This difference in elevation provides 


sufficient head, even when storage is 
low, for full gravity loading at the 
rack and practically eliminates pump- 
ing costs. : 

There are 18 tanks for refined prod- 
uct storage in this elevated yard, in- 
cluding provision for three grades of 
gasoline and furnace oil, kerosine, 
aviation gasoline, naphthas, solvents 
and other special products. Total ex- 
isting capacity of this tankage is 1,- 
549,000 gallons. However, there is room 
for the addition of up to 1,600,000 gal- 
lons of capacity, as needed. 

Vapor saving pontoon roofs are 
used on two 400,000-gallon tanks—for 
house brand gasoline—and one 250,000- 
gallon unit for premium-grade gaso- 
line. These and the storage for kero- 
sine are filled by pipeline from Latonia 
refinery. Supplies of third-grade gaso- 
line and furnace oils are moved into 
the plant from the refinery by trans- 
port truck, and the other products are 
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shipped in hy tank car. Emergency con- 
nections are also provided for trans- 
port delivery of the gasolines and 
kerosine normally moved by pipeline. 

In this plant, where distribution of 
refined products alone will exceed 
80,000 gallons a day, particular atten- 
tion was given to design and arrange- 
ment of loading and handling facili- 
ties to permit uninterrupted flow of 
all products. An example of the ex- 
tent to which the plant was engi- 
neered from the ground up is illus- 
trated in the “double-double” loading 
rack. 


Locatep in the center of a large, 
concrete-paved yard, yet within compar- 
tively short pipeline distance of the 
bulk storage, this facility affords 
plenty of elbow room on all sides for 
easy movement of trucks to and from 
the multiple fast-delivery loading po- 
sitions, thereby eliminating congestion 
and reducing idle time of the distrib- 
uting equipment. 

The rack is 57 feet 6 inches wide 
and 44 feet deep, with four loading 
platforms extending the full depth, 
each of which will permit two tank 
trucks to load at one time. A complete 
transport, including semi-trailer and 
four-wheel trailer, and six tank trucks 
can be loaded simultaneously without 
re-spotting. 

One of the four loading platforms 
is designed primarily for servicing the 
6200-gallon truck and trailer trans- 
ports, with the deck 8 feet six inches 
above the runway and extending two 
feet out from the rack so as to give 
easy access on and off the truck. The 
big units have no difficulty in coming 
alongside this platform, which is on 
the outside of the rack nearest the 
tank yard. Platforms on the other three 
sides are three feet six inches above 
grade. 

Except for the 2 by 12-inch wood 
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planking used in the platforms to 
provide a non-skid surface, the rack 
is all-steel construction, with all mem- 
bers, supports and piping designed to 
give a free flow of air under and 
around the rack both to reduce the 
fire hazards and to make it easier to 
keep clean. 

Piping for products loaded at this 
unit was arranged to speed truck 
movement, by designating specific 
lanes for various types of delivery 
equipment. In addition to the trars- 
port loading side, the two inside lanes 
fill load requirements of the fleet of 
route and dispatch trucks of 800 to 
2500-gallons capacity. The fourth side 
is given over to the slower loading 
of the numerous special products. One 
load arm for regular-grade gasoline 
is also provided here. 


Fasr delivery of products into the 
distributing equipment has been 
achieved in this gravity system. Num- 
bering the racks, or platforms, 1, 2, 3 
and 4 consecutively, starting with the 
transport side as No. 1, the piping 
arrangement is as follows: 

The regular grade gasoline line from 
tanks to rack is 8 inches in diameter 
with an 8-inch header to No. 1 and 
No. 2 platform and ¢4inch headers to 
platforms 3 and 4. All load arms are 
3-inch. Capacity of the line is 1000 to 
1100 gallons per minute. Capacity of 
3-inch load arms, even when all are 
being used, is 250 to 300 gallons per 
minute. 

Lines for the premium grade gaso- 
line and for kerosine to the rack are 
6-inch, with 6inch headers to plat- 
forms 1 and 2 and 4-inch headers to 
3 and 4. Load arms are 3-inch and the 
discharge capacity is 500 g.p.m. Other 
products, including third-grade and 
aviation gasolines, furnace oils and 
special products have 4inch lines to 





the rack, 4-inch headers and 3-inch 
load arms. 

Special dirt and moisture trap tanks, 
designed by the company, are con- 
nected into the three lines equipped 
with meters. On the 8-inch regular- 
gasoline line, the tank capacity is 500 
gallons and on the premium-grade and 
kerosine lines it is 250 gallons. 


These settling devices are made with 
baffle plates and 80-mesh monel metal 
screens. The tanks are placed between 
the storage yard and the regular meter 
strainers, so that all products metered 
are thoroughly strained at two points. 


Before entering the meters, but after 
leaving the trap tanks, the products 
pass through the regular air elimina- 
tor connected in each line, to further 
assure accurate measurement at all 
times. 

In further speeding movement of 
vehicle equipment to and from the 
rack, fuel and water requirements of 
this equipment are supplied at a 
separate location in the yard, where 
the service will not interfere with load- 
ing at the rack. 


Loss from turbulence during the 
comparatively high-speed discharge of 
volatile products is kept to a mini- 
mum by submerged loading of truck 
tanks. The company is trying out two 
different types of loading arms and 
extensions. On racks 1 and 2, the arms 
are counterbalanced—-to swing them 
up out of the way when not in use, by 
weights suspended from overhead pul- 
leys. These weights consist of 12-inch 
couplings filled with concrete. They 
weigh about 100 pounds and there is 
one to each loading arm. The load arm 
extensions are 3inch flexible hose, on 
these two sections of the rack. 


Counterbalancing of arms on plat- 
forms 3 and 4 is achieved by means 
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Transport side on the “double-doubl 

charge capacity of 500 gpm. through 
arms are counterbalanced by over 

hanging und 

of a metal weight extension of the 


loading arm, at the rear of the swing- 
joint pivot. Lubricated double swing 
joints are used to give any number 
of positions to the arm within a radius 
of nearly 180 degrees. Metal exten- 
sions to the arms reach to within a 
few inches of the tank bottom and are 
attached to the arms through swivel 
ball joints. 


Every drop of two grades of gaso- 
line and of kerosine handled on this 
rack is metered. There are two 6-inch 
meters on lines supplying the regular 
grade gasoline, one 6-inch unit for the 
premium grade and one 4-inch meter 
for kerosine. 


D URING the day, when a large num- 
ber of tank units are being loaded at 
the same time, total throughput of 
gasoline at the rack is shown by the 
combined gallonage on individual load 
tickets and each day this total is 
checked against gallonage shown on 
the master meters. 


Where drivers of the 6200-gallon 
truck and trailer transports do their 
own loading at night, individual load 
tickets show meter readings before 
and after the loading operation. The 
next driver to load shows the closing 
meter reading for the preceding truck 
on his report, providing an accurate 
check. 


It should be pointed out that all dis- 
tributing equipment operated out of 
this plant is loaded to markers in the 
compartment domes, with the master 
meters serving as a cross check on 
total volume of 
any given period. 


Accurate checking of truck compart- 


head 


gasoline loaded for 





It features a metered dis- 
>xible extension to load arms. The 
suspension of weights, shown 


ling rack 


the platform 


ment capacities for setting the mark- 
ers is accomplished by metered filling 
of the compartments with water and 
bucket measurement as the contents 
are drained. The capacity indicated by 
these two measurements must check 
within a very narrow tolerance. 


A separate office building—division 
headquarters—occupies the front sec- 
tion of the property, with the offices 
all on one floor and occupying an area 
42 by 116 feet. Outside walls are por- 
celain enamel in the company’s famil- 
iar red, white and blue color scheme. 
The building is air-conditioned for 
summer and winter weather. 


In designing the warehousing facili- 
ties, particular attention was given to 
the elimination of extra handling of 
package and barrel goods from one 
floor to another and to a reduction in 
waste space occupied by roof supports 
and partitions. Located 60 feet in back 
of the main office building, the one- 
floor building—except for a mezzanine 

is 120 by 292 feet, affording an area 
of 35,040 feet. The bulk station office, 
also air-conditioned, is located at one 
end of this building. 


Tire storage is provided on a mez- 
zanine floor, 60 by 60 feet, giving an 
effective space of 35,840 feet for ware- 
house purposes, after deducting office 
space. Merchandise is raised to this 
mezzanine floor by an electric hoist 
and brought down, as required, via 
a wide chute. 


This building is of brick and steel 
construction, with monitor-type roof 
which gives maximum light and ven- 
tilation. On the side of the warehouse 
next to the yard is a platform 10 feet 
wide and 272 feet long for convenience 


in handling package goods in and out 
of the warehouse. This facilitates 
prompt loading and unloading of 
trucks without blocking doorways. 


At one end of the building there is 
another platform 20 feet wide and 120 
feet long, on which is handled the 
filling of inflammable liquids, includ- 
ing gasoline, naphthas, solvents and 
other special products into drums and 
cans. Empty drums are stored in a 
weather-protected space under this 
platform. This space is also 20 by 
120 feet and has a 9-foot ceiling. It 
is equipped with a barrel chute at 
one end and a hoist at the other end. 


Bulk storage is provided in a brick- 
enclosed area at one end of the ware- 
house for 16 grades of industrial and 
motor oils, with 12 tanks 10 feet 6 
inches by 20 feet holding 12,900 gal- 
lons and 4 tanks 9 feet by 14 feet hold- 
ing 6700 gallons—a total storage of 
182,168 gallons. 


Outdoor pipelines to these tanks 
from the pumphouse are 3 feet un- 
derground in a concrete pipe duct 4 
feet wide and 18 inches deep and are 
protected from loss in product flu- 
idity during cold weather by two 2-inch 
steam lines running the full length of 
this duct. 


Handling of drums and time re- 
quired for the filling operation in this 
industrial and motor oil department, 
is also kept to a minimum. Barrel 
fillers are used which automatically 
shut off when the drum is full and 
the actual gallonage in each container 
is determined from net weight and 
gravity of the product. 


An AUTOMATIC barrel weighing 
scale, recessed level with the floor, 
is located in the barrel filling room 
close to the bulk storage tanks. This 
scale indicates instantly, without any 
further calculation, the weight and gal- 
lons for all grades of products handled, 
according to their gravity. 


To provide for bulk delivery of in- 
dustrial oils received in drums, there 
is a metal rack of 30 drums capacity 
extending along one wall in this room. 
These drums are equipped with the 
usual “molasses gate valves’. An 
electric barrel hoist and overhead 
track serves the rack for lifting out 
empties and for replacing full con- 
tainers. The barrel filling room occu- 
pies. an area of 2400 square feet. 


Fire protection for the plant is pro- 
vided by a complete foam system di- 
rectly connected to the city’s high pres- 
sure water line. In addition, the com- 
pany has installed an 8-inch line from 
the street to the rear of the property, 
to supply high pressure water to a 
number of hose connections surround- 
ing the entire plant. These hose con- 
nections are strategically located, so 
the plant can be blanketed with a spray 
of water. 
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A running story 


Here are two running schedules 


1—The refiner WITH Dubbscracking 
runs his plant for all it’s worth and 
despite its high yield he still can't 
make enough Dubbscracked gasoline to 
satisfy his trade That's why so many 
of them are increasing their Dubbs- 
cracking capacity 


2—The refiner WITHOUT Dubbs- 
cracking often has to run his legs off to 
sell his gasoline—sometimes he can't 
sell it That’s why so many of them are 
putting in Dubbscracking today 


What is your running schedule—and 
what are your results? 






AN Dubbs Cracking Process 
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Universal Oil Products Co 


Ss 
Chicago, Illinois ¥ q a Owner and Licensor 


FEBRUARY 21, 1940 





Little Change in Octane Ratings 
In the Middle West in 1939 


— the situation on 


TABLE 1 The tabulation indicates that Boston 
the eastern seaboard, the knock rating 


gasolines were somewhat higher in 


of most regular grade gasolines sold 
in the middle west did not increase 
greatly in 1939. 


Tests on seven samples of regular 
gasoline collected in February, 1939, 
at Chicago stations showed an octane 


Octane Number of Regular Gasolines 
Sold in Chicago and St. Louis, Febru- 
ary, June and December, 1939 


Feb., 1939 June, 1939 Dec., 1939 
.S.T.M. A.S.T.M. A.S.T.M. 
M.M. L-3 M.M. L-3) M.M. L-3 


- 


knock rating a year ago than the Mid- 
dle Atlantic states or Ohio. Today 
the Boston level is still higher than 
Ohio but somewhat below the level in 
Philadelphia and the Middle Atlantic 
states. 





Chicago 

number of 71.5 by the A.S.T.M. Motor Major iis 
Method. In December tests of the oe A SEPARATE check of the knock 
same seven brands sold in Chicago ~ - 7 Lg Lap ge ae ge rating of three premium gasolines sold 
showed an octane number of 72.5 Cc 714 733 75 719 715 739 in Boston in January showed an aver- 

cee ae 3 D 20 27 20 35 125 73.7 age A.S.T.M. octane rating of 78.8, five 

This increase of only one octane fF -- AS H4 H} ii HS Bi numbers higher than the average of 
number in Chicago compares with a — = _ regular grade gasolines as shown in 
rise of 3.4 octane numbers at Phila- AV. 1.5 726 71.3 72.9 72.5 73.9 Table 2. One regular gasoline sold in 
delphia, a rise of 2.6 octane numbers Ce an Boston had an octane number of 77, 
in Middle Atlantic states and of 2.1 : while one premium gasoline sold there 
serge ein Cleveland oe same pe- = hg —- = zs 72.1 73.1 tested 76.5 octane. 
Rae Soe Ay AO Ey Ds SH) : Le ae ae Lig tena Distillation characteristics of the 

Samples of nine regular gasolines K 1.9 739 724 731 |. ; seven regular gasolines sold in Boston 
collected in St. Louis in February and "a 13 726 711 720 21 73] are shown in Table 3. As in other east- 
again in December, 1939, showed a ern areas, the volatility of regular 
drop of 0.9 octane number. The Feb- St. Louis gasoline is higher now than a year 
ruary, 1939 average was 72.5 by the Major Marketers ago. Initial boiling point is down 5 
A.S.T.M. Motor Method (73.0 by the L-3 A 72:2 [29 GES Wis TWD “WA degrees and the 10 per cent recovered 
method). ‘The December average was 2 33 728 726 735 718 725 point is down 1 degree. Vapor pres- 
71.6 octane by the Motor Method (72.8 ‘pb 728 737 720 730 725 728 sure is up 0.7 pound, with two gaso- 
by the L-3 Method). ~ 25 730 74 725 70.4 71 lines showing a vapor pressure of 13.1 

a ee ee tee, es ee 

The increase in average Knock rating AV. 726 734 “Gly GS “Fiz “426 
of Chicago gasolines caused by three 
major marketers, as will be seen in the Minor Marketers TABLE 2 
Getatied Hingis eee 6 arg te _— ti 17 72.0 4 72.4 vp ore Octane Number of 7 Regular Price 
marketers increased the. A.S.T.M. oc- ; m1 725 78 28 15 740 alee ae : 
tane rating of their regular gasolines : Gasolines Sold in Boston, January, 
1.7 numbers, another increased 1.1 — ae ee ae: ee NEN Ieee 1939 and 1940 
numbers. A.S.T.M. Motor Method 

January 

In St. Louis one major marketer re- PETROLEUM NEWS on current gaso- 1939 1940 
duced the knock rating of his regular line quality on the Atlantic seaboard = La 77.0 
gasoline 2.1 numbers in the period un- in its Jan. 3lst issue, Table 2 reports . 710 705 
der survey. One marketer increased the knock rating on five regular price — 73.0 
the rating of his gasoline 1.5 numbers gasolines sold there in Boston in Janu- 5 
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and another 1 octane number. ary, 


1940, compared with the same G 
Supplementing report by NATIONAL 


gasolines sold there in January, 1939. 
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TABLE 3 


Distillation Characteristics of 7 Regular Price Gasolines Sold in Boston, January 1939 and 1940 


Reid Vapor 
Gravity Pressure 
°*A.P.1. I.B.P. °F. 10% Ree. 50% Rec. 90% Rec. moe. “2. Lbs. @ 100 °F. 
January January January January January January January 
Brand 1939 1940 1939 1940 1939 1940 1939 1940 1939 1940 1939 1940 1939 1940 
A 62.5 62.4 90 83 130 131 230 228 344 345 414 408 12.0 13.1 
B 59.8 60.0 94 88 140 142 245 238 351 351 423 423 11.0 10.1 
"i 61.2 61.5 88 88 127 130 236 232 352 348 401 404 11.2 10.8 
D f 61.9 91 83 133 125 250 236 356 356 412 413 11.3 13.1 
E 60.9 94 91 132 138 234 244 335 347 390 396 10.3 10.2 
F . 61.7 63.2 90 86 132 130 248 245 344 344 384 387 10.4 11.8 
G 60.2 62.7 90 86 132 125 246 232 356 347 406 394 14:2 12.8 
AV. 61.0 62.0 91 86 132 131 241 236 248 348 104 403 11.0 11.7 
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A DEALER 


HELL’S SHARE-THE-ROAD CLUB is 
the Shell dealer’s greatest guarantee of 
steady gallonage. 


Millions of cars carry the emblem of the Share- 
the-Road Club... 


Each car stopped at a Shell station to get 
this emblem .. 


The car owner left his name and address 
with the dealer when he joined the Share-the- 
Road Club... 


And almost every time, he bought either 
gasoline or motor oil or both. 


BUT MORE IMPORTANT — dealer and car 
owner met under the best possible circum- 
stances... DRAWN TOGETHER by their com- 
mon interest in fighting a nation-wide nuisance 
_. . Stop-and-Go driving. 


GREATEST FRIENDMAKER 


EVER HAD 


The Shell dealer offers the motorist two 
distinctive and exclusive weapons against 
Stop-and-Go... the Share-the-Road Cru- 
sade to cut the AMOUNT of Stop-and-Go... 
SUPER-SHELL to cut the COST. 


Such strong selling advantages are rare in- 

deed in the oil industry. 

e 7 os 
This is only one of a series of strategic moves which 
bring Shell dealers and their customers together on 
a basis of mutual interest... 

THE SHARE-THE-ROAD CRUSADE is more 
than printed advertising ... it is a Dealer- 
Participating, Customer- Participating Plan which 
is making the SHELL FRANCHISE more than ever 
an asset to be sought after and retained. 

For further information concerning the details of 
what Shell has to offer, we suggest that you talk 
to a Shell representative today. 


SHELL OIL COMPANY 


INCORPORATED 
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“(WONT HAVE TO USE 
MY SHOTGUN” 


TVE FINALLY 
GOT YOU 








The BEARCAT 
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DEVELOPMENTS See Friday’s NEWS ALL RIGHT-- 


prepared the public for the announcement an oil marketer's well known brand of premium motor 
was to be Ethylized 
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WATCH FOR 
DEVELOPMENTS 
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Teaser ads 


fuel, Bearcat 


The Bearcat Takes A Wife 


Veteran Oil Marketer Uses Ingenious Method To Keep His 
Gasoline Brand Insignia Before The Public 


altar, the minister a Powerine pump. 
Powerine service station salesmen wore 
silk hats and gave each patron a slice 
of wedding cake in a cellophane en- 
velope, together with a circular telling 
about the marriage. 


Most motorists who have toured 
through Colorado in recent years have 
become familiar with the Bearcat, the 
trade insignia of the premium motor 
fuel of the Powerine Co., one of the 
oldest and best known independent 
marketers in that section of the coun- 
try. 

And a great many oil men who had 
never been in a Rocky Mountain state 
still knew the bounding, playful Bear- 
cat; for Fred C. Cramer, who started 
the Powerine Co. and originated the 
character as the trade mark of his mo- 
tor fuel, was on hand at many market- 
er conventions to talk about Bearcat, 
as he clinked silver dollars in his pock- 
et. Mr. Cramer, in earlier years at 
least, didn’t like the paper money we 
used back in the east, so he came to 
conventions with his pockets filled with 
silver, literally, so he would feel more 
at home. That’s aside from the story, 
however. 

To get back to the Bearcat, well 
might Mr. Cramer and his company 
feel proud of this trade insignia. For 
a rugged, but good-natured beast it 
was, as it stalked over the landscape 
in signs and through the newspapers 
in the advertisements of his gasoline, 
typical of the country and expressive 
to people there of quick starting and 
power in motor fuel. So the Bearcat 
endured through the years, a leer in 
its eyes and a wide grin that belied its 
natural ferocious character. 

Anti-knock ratings on motor fuels 
have been going up in the past several 
years and recently came the time when 
the Powerine Co. wanted to further im- 
prove its Bearcat gasoline with Ethyl 
fluid, but it still wanted the Bearcat 


to be a dominating trademark. So the 
Bearcat put on a frock coat and top 
hat and was formally married to Ethyl 
Anti-Knock. Small, one-column_ by 
three-inch teaser ads were scattered 
through the newspapers for three days 
preceding the formal announcement. 
The newspaper advertising copy the 
day the new fuel was_ introduced, 
showed the Bearcat and Ethyl at the 
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For BETTER? 
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Just MARRIED 


Powerine’s BEARCAT and ETHYL Join to 


Sixty cars, decorated with crepe 
paper streamers, tin cans tied on be- 
hind and a “Just Married’ placards, 
toured the city, horns blowing, to 
charivari the bridal couple. Many 
dealers were sold out of Bearcat-Ethy] 
motor fuel before noon the opening 
day, the company reported, despite the 
fact its price was higher than other ad- 
vertised Ethyl gasolines. 
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Even the Farm Tractor Is Going High 


Compression, Kansas Marketers Told 


By N.P.N. Staff Writer 
WICHITA, Kans., Feb. 17.—The 
cause of valve trouble with the older 
type of farm tractors, where gasoline 
is used as fuel, was discussed by H. L. 
Nixon of Kansas City, Ethyl Gasoline 
Corp., before the annual meeting here 
this week of the Kansas Oil Men’s 
Ass’n. With the increased use of gaso- 
line as a tractor fuel in Kansas the 
past year, cases of valve 
have increased, he said. 


complaint 


With many tractor engines of the 
type made 10 to 15 years ago, where 
the heavier fuels were to be used, no 
attempt was made to provide a lubri- 
cating system for the valves, Mr. Nixon 
stated. This was not a poor design in 
its time, he said, since such a fuel will 
generally provide its own lubrication 
from the unburned residue remaining 
on the valve stems. 


“Gasoline used as a fuel In such an 
engine burns more completely, leaving 
the stems dry, and deprives the valve 
stems of their lubrication”, he said. 
“In many instances the gasoline sup- 
plier was at a loss to explain this 
trouble and not infrequently the gaso- 
line was credited as the cause. 


“Engines of a common design were 
especially vulnerable in this respect 
and this fact serves to clinch our con- 
tention that the gasoline is not at 
fault. The same gasoline used in more 
conventional engines gives’ entirely 
satisfactory service. It is significant 
to note that changes have now been 
effected particularly in providing a dif- 
ferent valve material, the use of which 
will eliminate this difficulty.” 

These older types of tractors, Mr. 
Nixon said, were designed for the heav- 
ier fuels in general use then because 
of their low cost. With these heavy 
fuels, heat in the motor block and 
manifold distributing system was nec- 
essary and desired, and the tractor en- 
gine designers did not make serious 
attempts to reduce either the size or 
weight of their engines. 

With the older type tractors, he 
stated that, if the manufacturer’s rec- 
ommendations were followed carefully, 
gasoline can be used as fuel to marked 
advantage. “When such a fuel is used, 
however, primary attention must be 
given to the thorough and rapid dis- 
sipation of the waste heat,” he stated. 
“In some instances this should be car- 
ried even further than is permitted by 
the adjustments which the manufac- 
turer provides. 

“The installation of proper spark 
plugs—-suited to the fuel as well as the 
motor—will materially assist in this 
connection. The tractors referred to 
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are generally provided with a “hot” 
type spark plug, suitable for use with 
low grade fuels. When gasoline is 
used, “cold” type plugs designed to dis- 
Sipate heat more rapidly should be 
used. The interpretation of these facts 
to your farmer customers may prop- 
erly form part of the service which 
you render them. 

“The use of gasoline with its higher 
inherent anti-Knock value permits the 
tractor user to further utilize the high 
compression principle. The applica- 
tion of high compression in the older 
model tractors results in marked in- 
creases in power and economy. If your 
tractor customers are not already us- 
ing gasoline, therefore, you might rec- 
ommend the adaptation of high com- 
pression aS a means of securing more 
tractor power and more tractor fuel 
economy. It can be accomplished in 
most of the older tractors at very little 
expense. I would also urge that you 
suggest the installation of the newest 
type valves in these tractors whenever 
any valve work is being done on them, 
particularly if they are using gasoline 
as fuel.” 

The newer type tractors built in the 
past few years by several manufac- 
turers, Mr. Nixon said, are built more 
along automotive lines and _ provide 
either increased power with the same 
approximate weight or decreased 
weight with the same approximate 
power as predecessor models. The re- 
duced size—in proportion to power 
makes for reduced waste heat, he 
stated, and in addition these newer 
models utilize other devices to secure 
this same desirable characteristic. 


Like the automobile and truck de- 
signers, the tractor manufacturers are 
now building their engines to “crowd” 
the anti-knock value of the fuel be- 
ing used, Mr. Nixon stated. “No re- 
finer, to the best of my knowledge,” 
he said “has been able to produce a 
so-called heavy fuel with an appreci- 
ably high anti-knock value. Tractor 
distillates, even those which are 100% 
cracked stock, will seldom exceed 38 to 
40 octane number. The advantages of 
gasoline as a tractor fuel are several 
and probably the greatest of these is 
in its higher anti-knock value. This is 
certainly a factor in marking the swing 
from the heavier fuels for this type of 
equipment.” 

Mr. Nixon said there were approxi- 
mately 100,000 farm tractors in Kansas, 
in the ratio of four tractors to each 
seven farms. However, he said, be- 
tween 85 to 90% of the tractors in 
Kansas fields are of the older type de- 
signed from 10 to 15 years ago. 

In discussing the improvements in 
anti-knock qualities of motor fuels in 
recent years, he stated that the aver- 
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TO ENGINE VARNISH 


The industry faces a serious 
problem in engine varnish—that 
tacky substance which commit, 
sabotage in modern motors. By 
clinging to the pistons, valves 
and cylinder walls, it causes 
serious trouble. 


Conewango engineers hav's 
licked engine varnish with a new 
refining process called Selectivgs 
Adsorption. This process, uses} 
exclusively for Conewango Prow 
ess Motor Oil, removes varnish: 
forming ingredients and im- 
proves lubricating qualities. 


The pistons shown above were 
run at Pennsylvania State Col- 
lege under identical conditions; 
the first with a high grade, con-. 
ventionally refined Pennsylvania 
oil, the second with Conewango 
Process Oil of the same S.A.E.. 
grade. Note how Selective Ad-~ 
sorption virtually eliminates, 
varnish formation ! 


This revolutionary development 
offers unusual profits to alert 
dealers and jobbers. Write now, 
for complete information. 


j a aee unge a 


VARNISH FREE 


4 MOTOR OL J 
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Fine Pennsylvania Oil 
MADE FROM THE HEART OF THE CRUDE 
1939 


THE CONEWANGO REFINING CO. | 


WARREN, PENNA. 


Copyright 
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age octane number of regular grade 
gasoline sold in the U. S. in January, 
1940, reached a new high of 73.8. This 
compares with 69.6 average octane 
number of regular grade in the sum- 
mer of 1936, the octane number in both 
cases being by the L-3 method. In 
general, he said, the gasolines along 
either coast are somewhat higher than 
those secured in the middle west. 
Referring to the new method of test- 
ing for anti-knock Known as the 1939 
Modified Research Method, he stated 
this method tends to appreciate the 
octane number of most gasolines so 
that a higher octane number results. 
“The actual anti-knock value of the fuel 
may not have changed or may have 
changed only very slightly”, he said. 


i+ « * 


The valve turns—it may be your 
commodity starting to flow from 
tanker to General American tank. 
And we never forget that liquid 
represents Money to you. So we 
watch it every step—guard against 
contamination—send it to mod- 
ern protective tanks. We put our 









As showing the advantages of the 
anti-knock motor fuels, the speaker de- 
scribed a research program conducted 
by one automobile manufacturer. “A 
valve-in-head engine was used in both 
the laboratory and under road condi- 
tions”, he said. “A number of com- 
pression ratios and gear ratios were 
used with fuels which were just above 
the knocking state. A fuel of about 69 
octane value gave suitable perform- 
ance with the compression ratio con- 
ventionally built in that engine. The 
ratio was increased to 8 to 1, which 
required an approximately 95 octane 
number fuel and again to over 10 to 1 
ratio, requiring a fuel of better than 
100 octane number. 

“The respective changes at a given 


Robert Yarnall Richie 








facilities at your command for 


speedy shipment at any hour. 
General American saves your 
commodity — and saves you 


money. All without a penny’s 
investment on your part. Join 
the world leaders who profit from 
General American Terminal 
Service. 


Strategically located to serve you! 


GENERAL AMERICAN 
TANK STORAGE TERMINALS 


Goodhope, La. and Westwego, La., (Port of New Orleans) 
eS Corpus Christi, Texas 
Carteret, N. J. (Port of New York) 


Galena Park, Texas (Port of Houston) 


speed resulted in an improvement in 
miles-per-gallon from 12% to 18 and 21. 
A matter of significance and justify- 
ing an additional cost of 12 cents be- 
tween the low and high brackets based 
on today’s retail price of 19 cents.” 

With the gradual improvement in an- 
ti-knock quality which, from the pres- 
ent trend, may be expected, Mr. Nixon 
said there would be a wider range in 
this quality between the three accepted 
grades of gasoline, which will make for 
a more pronounced selection of fuel 
for a given motor. 


How To Make A Motorist 
Buy A Lubrication Job! 


When an oil marketer runs a paid 
advertisement in his local newspaper, 
telling motorists how to grease their 
own cars, when he has a lubritorium 
with a lift, pressure guns, other mod- 
ern equipment and men trained to do 
this work that’s ‘man-bites-a-dog” 
news. 

Warren Guernsey, Guernsey’s Super 
Service, of Velva, N. Dak., ran just 
such an ad and he says he got a lot of 
business as a result. The ad. was in 
a black box with the heading in bold- 
face type, “How To Grease Your Own 
Car”. Shrewdly worded, its effect was 
to make the job about the most un- 
pleasant task that could be undertaken. 
Here is the text of Guernsey’s ad: 


“FIRST—Put on your dirtiest clothes 
so you can crawl under your car. 


“SECOND~—-Buy a supply of trans- 
mission, universal joint, water pump, 
and pressure gun greases, a grease gun 
and a spray gun. Also some penetrat- 
ing oil and No. 40 oil. 


“THIRD-—Equip yourself with lots 
of good strong words such as “Darn,” 
“Oh, hang,’ and such to use on the 
joints where the grease doesn’t want 
to come through. Keep using these 
words until the grease comes out the 
other side. 


“FOURTH—Buy yourself a complete 
set of wrenches to use on the contain- 
ers that must be opened to inspect the 
lubricating supply inside. Also some 
new skin to graft on your knuckles 
when the wrench slips. 


“FIFTH—Fill your spray gun full of 
penetrating oil to spray on the springs. 
Be sure not to breathe for about 10 
minutes while spraying the springs or 
you may oil plate the insides of your 
lungs, which is bad. 

“SIXTH—Be sure not to miss any 
place that should be lubricated as it 
may cost you the price of 20 grease 
jobs for repairs. 

“Or, if this seems too much trouble 
and expense, drive your car into 
GUERNSEY’S SUPER SERVICE STA- 
TION and ask for a COMPLETE 
PURE OIL BUMPER TO BUMPER 
LUBRICATION. We assure you it’s 
the latest thing in complete greasing 
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Evils Cited In ‘Gas’ 
Tax Refund Practices 


Excessive administration costs, like- 
lihood of evasion and the fact that re- 
funds would not go to the farmers 
who most needed them, are cited as 
objections to a proposal to refund the 
Kentucky gasoline tax where the prod- 
uct is used in farm tractors or sta- 
tionary engines. The proposal is be- 
fore the Kentucky assembly. 

Orba F. Traylor, research director of 
Kentucky’s legislative council, recent- 
ly completed a report for the assembly 
based on the experience of other states 
with refunds. He also states the loss 
of revenue for highway building pur- 
poses is an important factor where 
refunds are made. 

In discussing the types of deductions 
that must be considered, the report 
says the amount of refunds made for 
legitimate farm operations is only the 
first item. The other two items are: 

1. Cost of paying the refund, which 
is estimated to be approximately 
twice the cost of administrating 
the gasoline tax, and would be 
about 20 percent of the amount 
refunded. 

2. Fraudulent evasions, which it is 
said would lead to a 8.18 percent 
cut in the state’s gross revenue, 
and would mean a million dollar 
loss to the highway fund. 

In that $130,000,000 is reported to be 
the amount needed for highway con- 
struction, in order to reach safe traffic 
standards for 1940, “it will be suicidal 
to reduce any available funds now or 
hereafter,” stated Mr. Traylor. 

Since the greater amount of the 
money for new construction is match- 
ed by federal funds, federal aid will 
be lost by refunds such as are pro- 
posed, he stated. 

The greater percentage of Kentucky’s 
farmers would not benefit greatly, in 
that only 4.6 percent of the farmers 
own tractors, and a smaller percentage 
stationary engines, he brought out. 

A gasoline tax refund would result 
in reducing highway activity, and the 
legitimate benefits would go to less 
than five percent of the farm popula- 
tion, “which on the whole is most pros- 
perous”. Moreover, benefits to farm- 
ers have been and are greater than 
the relative tax loads borne by the 
rural population, it was stated. 

“It must be remembered that the 
distribution of legitimate benefits 
would actually amount to much less 
than the total million dollars because 
a substantial part would go to ille- 
gitimate claimants”, said the report. 

States mentioned in which gasoline 
tax refund frauds had taken place 
were Colorado, Mississippi, Missouri, 
and New York. 

In one state it was found, the report 
states, that bona fide tractors which 
had been incapable of operation for 
years were found as the only non- 
highway farm engine in numerous 
taxpayers’ possession, the report 
brought out. 
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Calendar of Events 
Is Aid To Tourists 


A calendar of festivals and events 
of national significance, which attract 
motor tourists from distances, has been 
published for the first six months of 
1040, by the U. S. Travel Bureau of the 
Interior Department, at Washington. 

Copies of this 36-page pamphlet, 
which lists the date, event, and the 
place, may be had by writing the 


Travel Bureau. Prepared especially to 


help tourists plan their trips, the 


pamphlet includes folk festivals, enter- 
tainments at “watering places’, musi- 
cal and sports events, famous plays, 
centennials, expositions, and fairs. 


Auto Show Dates Set 


When top hats and evening dresses 
leave fashionable New York homes 
this year, to “discover” new model cars 
on the opening of the 1940 National 
Automobile Show, it will be on a fa- 
mous day, Oct. 12, the date of the dis- 
covering of America. The show will 
last until the 19th. It will be held again 
at Grand Central Palace. 
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SINGLE PUMP UNIT 








Smooth, unfailing action day in 

and day out action that 

transfers oil in less time and at 
lower cost. 


When you equip your 
bulk plant and 
trucks with Roper 
Pumps you'll be im- 
pressed with their quiet opera- 
tion and you'll be more than 
pleased with the savincs in power 
consumption. 

Go along with the leader... 
it always pays. Full descriptions 
and prices will be sent promptly 
upon request. 

Write for Bulletin N-278 


Retany PUMPS 


DEPENDABLE SINCE 1857 





GEO. D. ROPER CORP., ROCKFORD, ILLINOIs. 
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Neu Equipment 


AND THE MANUFACTURERS 


NEW GASOLINE PUMP Pyra- 
mid construction is featured in a new 
gasoline pump by Service Station 
Equipment Co., Muskegon, Mich. Me- 
ter, air eliminator and pumping units 
have been redesigned and combined 
into one assembly--all mounted on the 





base and entirely independent of the 
pump’s framework. The complete as- 
sembly is floated on live rubber to in 
sure quietness. 

All parts are accessible and removable 
through the open doors, front and rear, 
which are spring-lock, full-length and 
removable. It is stated only an 8-inch 
adjustable wrench and screw driver 
are necessary for all ordinary service 
requirements. 

* * * 

BULK PLANT, TRUCK METER— 
Pittsburgh Equitable Meter Co. an- 
nounces its Rotocycle meter is avail- 
able in types and sizes for bulk plant 
and tank truck services. Designated as 
a “packaged metering unit” by the 
manufacturer, the tank truck unit in- 
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cludes in compact dimensions, a meter, 
air eliminator and strainer, with op- 
tional positions for inlet and outlet 
connections offered, together with a 
wide variety of registers for use on 
the meter. Bulletin on request. 


* * * 


ROTARY HOSE COUPLING—A new 
built-in rotary hose coupling for oil 
well drilling operations, announced by 
the Mechanical Goods Division, United 
States Rubber Co., incorporates a 
unique construction principle which 
causes the connection to become tight- 
er as pressure is applied. 

* * * 

FIELD ENGINEER RESIGNS — 
Walter W. Brown of Berkeley, Cal., 
field engineer of the Ralph N. Brodie 
Co., meter manufacturers, has re- 
signed. He has been associated with 
this company since 1927, spending six 
years in establishing agencies and 
training salesmen, then being trans- 





Walter W. Brown 


PENNSYLVANIA MOTOR OILS 


DRUMS — 


TANK CARS 


Wite por PRICES 


Buyers cans received—stored—filled and shipped as wanted. 
INDUSTRIAL OIL CORPORATION 
WARREN, PENNA. 

ESTABLISHED 1924 








ferred to New York and returning to 
the factory in 1938. His future activi- 
ties, while not definitely announced, 
will engage him in the equipment 
business, he States. 

* * * 


NEW DISTRICT MANAGER Amer- 
ican Meter Co. announces the appoint- 
ment of Calvin N. Payne as manager 
of its Kansas City branch, succeeding 
the late Eugene Metz. His territory will 
include Missouri, Kansas, Nebraska, Col- 





Calvin N. Payne 


orado and in adjacent areas in Utah, 
Wyoming and Montana. After attend- 
ing Princeton University, Mr. Payne 
joined the American Meter Co. 18 years 
ago and was placed in charge of its 
Denver office in 1930. 


* * * 


NEW MOTOR AND PUMP UNIT— 
A fully enclosed, electric motor and 
centrifugal pump combination in a 
single compact frame, has been an- 
nounced by Smith Meter Co., Los An- 
geles. 

It is claimed this unit provides in 
one compact unit the smallest size-to- 
power and the highest power-to-weight 





ratio of any motor operating on a 
standard cycle, three-phase current. It 
is said the pump frame is so con- 


structed that water or other liquid 
handled cools the motor. 
The Smithway Centrifugal pump, 


powered with a one-half to ten horse- 
power motor, is said to handle from 
20 to 200 gallons per minute, operates 
on temperatures to 200 degrees Fahr. 
or more, and heads up to 250 feet. 
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Extension of the Pittsburgh-Harrisburg 


Superhighway Proposed to Road Builders 


N.P.N. News Bureau 

WASHINGTON, Feb. 19.—Only on 
comparatively short stretch of “super- 
highway”, now under construction, is 
the sole tangible result of years of dis- 
cussion of such roads, in and out of 
Congress and the state legislatures. A 
second definite project is still in the 
“talk” stage. 

The stretch under construction is 160 
miles being built between Harrisburg 
and Pittsburgh by the Pennsylvania 
Turnpike Commission, an official body 
of the state, with funds loaned by the 
federal government. It will be paid for 
out of motorist tolls. 

The second project, from Richmond to 
Boston, passing through or near Wash- 
ington, Baltimore, Philadelphia, New 
York and New Haven, is the proposal of 
Donald Sterner, head of New Jersey’s 
highway department. It was discussed 
by representatives of the states con- 
cerned at a meeting in New York re- 
cently. A committee of officials of 
these states was named to further the 
project. 

This second stretch received an off- 
cial “ok” from the Public Roads Ad- 
ministration in its special report on su- 
perhighways to Congress last year, as 
the most “feasible” route over which 
a highway might be expected to pay 
for itself through tolls. The Adminis- 
tration (then the Bureau of Public 
Roads) made its report in response to 
a request to study several proposals 
then before Congress contemplating 
spreading networks of transcontinental! 
highways. 

However, the projected highway 
lacks funds, a definite route, and sev- 
eral other requirements necessary be- 
fore construction can be begun. 

This Richmond-Boston stretch is also 
included in a plan sponsored by the 
Pennsylvania Turnpike Commission. 
This plan was described by the Com- 
mission’s chairman, Walter A. Jones of 
Pittsburgh at the American Road 
Builders’ convention in Chicago last 
month. Mr. Jones is an oil man, an ex- 
ecutive of the Plymouth Oil Co. 

His proposal is to continue the Penn- 
sylvania road west from Pittsburgh to 
St. Louis, running near Columbus, Day- 
ton and Indianapolis. A “branch 
route” would take off from this pro- 
posed superhighway west of Pitts- 
burgh, running northwest to Chicago, 
near Cleveland, and Toledo, and a third 
branch would run from Indianapolis 
to Chicago. 

This plan, however, does not have 
the blessing of the Public Roads Ad- 
ministration, although in describing it 
to the road builders, Mr. Jones de- 
clared that it should be sponsored by 
the federal government, and paid for 
out of “fares” of motorists who utilize 
it, 

Construction of this system of roads 
would cost in the neighborhood of $1,- 
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000,000,000, it 
follows: 
Richmond to Boston ...... 310.000,000 
Harrisburg to Philadelphia. . 50,000,000 
Pittsburgh to St. Louis 250,000,000 
Ohio River to Chicago 188,000,000 
Indianapolis to Chicago 62,000,000 

The cost of the Harrisburg-Pitts- 
burgh stretch, now under construction 
and due to be opened to traffic this 
year, is not included in the above tabu- 
lation. 

Such a plan of superhighways, with 
divided lanes, banked curves, no red 
lights, no cross roads, no frontage or 
entry permitted except at designated 
points, would undoubtedly fit in with 
the federal government’s plan of “mili- 
tary” roads, strategically located, for 
national defense. However, both the 
War Department and the Public Roads 
Administration say that “military” 
roads should naturally follow the traf- 
fic stream of roads used in civil busi- 
ness and industry. 


is estimated, divided as 


The Public Roads Administration has 
published a map showing the proposed 
“interregional” highways which are de- 
sirable to the War Department for na- 


tional defense. However, it is ex- 
plained that improvement of these 
roads--and no mention is made of 


making them come up to “superhigh- 
way” status—will take its turn along 
with programs submitted by the states 
covering these as well as other roads 
useful to civilian motorists and truck 
shippers. : 

In his address to the Road Builders, 
Mr. Jones did not mention any specific 
rate of “fare” for travelers using the 
superhighways. He said the “fares 
would be moderate enough to attract a 
large volume of traffic, and that qoun- 
try thus would obtain the immediate 
benefit of the improved facilities with- 
out burdening the states, decreasing 
present state highway expenditures, or 
decreasing the present amount of fed- 
eral aid. “The increase in the con- 
sumption of gasoline from the addition- 
al traffic induced by the new facilities 
will prove to be of material aid to the 
several states by swelling motor vehi- 
cle revenues derived from the gasoline 
tax,” he said. 

From this, it would appear that the 
motorist will be asked to continue his 
present contribution to road _ funds, 
through payment of the gasoline tax, 
as well as to pay a toll on those 
“superhighways” when he chooses to 
use them. 

As to the location of service stations 
on the right-of-way along these super 
highways, the Pennsylvania Turnpike 
Commission said it had not given any 
thought to the location of stations on 
the Pittsburgh-Harrisburg highway. 
Mr. Jones, in his address to the road 
builders, said “frontage” would be lim- 
ited, except at certain points. 











Naturally! 


MacMillan-Cameron Selected 
Davidson 


Davidson facilities offer a latitude which en- 
ables the architect to design freely in a wide 
range of sizes, shapes and colors, while David- 
son equipment permits the manufacture of 
quality porcelain enamel building parts that 
cannot be produced satisfactorily or promptly 
by ordinary methods. 


Davidson offers the services of a trained, ex- 
perienced architectural and engineering staff 
to assist in obtaining unusual effects and ex- 
clusive designs at minimum cost. 


Write today for a copy of the Davidson book on por- 
celain enamel. i 
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Mid-Continent 


TULSA, Feb. 17..-An improvement 
in demand for most petroleum prod- 
ucts was reported in the Mid-Conti- 
nent the past week. Most of the ac- 
tivity was said to be against con- 
tracts. 

Many refiners said they were not 
pushing gasoline into the open mar- 
ket because they felt prices were on 
bottom and higher prices could be 
obtained in the near future. No 
changes in quotations were reported. 

Increased activity in lubes centered 
on export inquiry, refiners said. Wax 
was in good demand from both export 
and domestic buyers, it was said. 

Continued good demand for kero- 
sine, range oil and fuel oils has pre- 
cluded the building up of stocks, some 
refiners said. 

A 5-car sale of Grade 26-70 natural 
gasoline was reported at 1.75c, f.o.b. 
3reckenridge, the first sale reported on 
this basis in some time. Sales at 2c 
were reported on an f.o.b. Group 3 
basis. 


Pennsylvania 


CLEVELAND, Feb. 17. Bright 
stock, 25 pour test, and dark cylinder 
stocks were offered 1 to 2c a gal. lower 
in a week of quiet trading in western 
Pennsylvania. Prices for other prod- 
ucts generally were reported un- 
changed. 

One refiner reported offering up to 
15 cars of 25 p.t. bright stock at 25c 
a gal. 2c under quotations reported 
by five other refiners. He said de 
mand was exceptionally slow. Some re 
finers said there were indications that 
there would be an early revival of 
export buying which they believed 
would stem the downward price trend. 
At 25c, bright stock was off 7e a gal. 
from the high reached late last year. 

A lower field refiner reported offer- 
ing ordinary U. S. Motor gasoline at 
4.50c. No other lower field quotations 
were reported and five other refiners 
said they were not finishing off the 
naphtha or were using it as a base 


for “Q”’. 


Gulf 


NEW YORK, Feb. 17...No changes 
in quotations for refined products at 
the Gulf were reported during the 
week ended Feb. 17. Reports from 
Southwestern refiners indicated there 
were numerous inquiries for heavy oils 
and kerosine and also increased buyer 
interest in aviation and regular gaso- 
lines. An Italian inquiry for 5000 tons 


each of gasoline and kerosine for 
March loading was reported. Kerosine 
was Said to be scarce. 

A refiner reported selling 25,000 to 
30,000 bbls. of grade “C” fuel, ships’ 
bunkers, at $1.05 a bbl., adding that 
he had bunkered three boats so far 
this month and that eight more were 
due during the second half. “The 
boats are for foreign and domestic 
shipment, and are picking up prod- 
ucts under contract,” he said. 

Another Gulf refiner said he had 
sold 5000 bbls. of grade “C” fuel, 
ships’ bunkers, at $0.90 per bbl. and 
300 tons of diesel oil, ships’ bunkers, 
at $1.70. A third refiner reported two 
sales of grade “C” fuel, ships’ bunk- 
ers, one of 4300 bbls., the other of 500 
tons, at $1.00. Three refiners reported 
offering Bunker “C” fuel for ships’ 
bunkers at $0.90. One of them said he 
was “making spot sales daily” at that 
price. Quotations reported for grade 
“C” fuel, ships’ bunkers, by other re- 
finers ranged up to $1.05, and quota- 
tions for cargo lots ranged from $1.00 
to $1.05. 


Atlantic Coast 


NEW YORK, Feb. 17.—Prices for 
72-74 octane gasoline at Philadelphia 
were up 0.25c on the low at 6.75 to 
7.75e the past week. Quotations re- 
ported for No. 5 fuel oil at Portland 
and Boston were up 10c to $2.10 and 
$1.80 a bbl. at the two points respec- 
tively. High octane gasoline was “in 


pretty good shape” some_ suppliers 
said. Demand for kerosine and fuel 


oils continued heavy and offerings for 
open spot sales were still limited, re- 
ports indicated. There was an uncon- 
firmed report of a 1,000,000-gal. sale 
of kerosine and No. 2 fuel at 6.25¢c and 
5.75¢c, respectively. 

A Philadelphia supplier who had 
been quoting 6.50c for 72-74 octane 
gasoline said he had advanced his 
quotation to 6.75¢e and that he had dis- 








| N.P.N. Gasoline Index 


Dealer Tank 

T.w. Car 
Cents per Gallon 

ee rr ae 9.68 5.94 
Month ago ...... 9.78 SI I 
MCAl GSO... 5x 5.0: 9.35 5.40 


Dealer index is an average of 
“undivided” dealer prices, ex-tax, 
in 50 cities. 

Tank car index is a weighted 
average of 9 wholesale markets 
for regular-grade gasoline. 





























continued quoting on 65-66 and 6870 
octanes. One other supplier reported 
quoting 6.75c for 65-66 octane at Phila- 
delphia. 

A supplier who had been out of the 
market on kerosine and fuel oil for 
some time said he was now offering 
kerosine for open spot sale at 6c, New 
York, in tank cars. Tank car quota- 
tions reported by other New York sup- 
pliers ranged from 5.60 to 6.50c. 


Mid-Westen 


CHICAGO, Feb. 17.—Quotations on 
all refined products were reported un- 
changed by refiners and tank car mar- 
keters here the past week. Despite 
the milder weather prevailing through- 
out the middle west, demand for 
burner fuels continued good. Toward 
the end of the week three marketers 
and some refiners said they noticed 
a slight improvement in gasoline de- 
mand. 

Refiners’ gasoline quotations ranged 
from 3.75 to 4.25¢e for 62 oct. and be- 
low, 4c for 63-66, 4.25 to 4.75 for 67-69, 
and 4.0 to 5 for 70-72 oct., F.O.B. 
Group 3. Marketers’ gasoline quota- 
tions ranged from 3.125 to 3.75 for 
62 and below, 3.50 to 4 for 63-66, 3.50 
to 4.25 for 67-69, and 3.75 to 4.50 for 
70-72, F.O.B. Group 3. 

Marketers reported the following 
spot sales: 4 cars of 62 and below at 
3.125. 3 cars of 63-66 at 3.625, 1 car 
of 67-69 at 3.875, 8 cars of 70-72 at 
3.875, 12 cars of 70-72 leaded at 4.125, 


and 13 cars of Ethyl at 5c, F.O.B. 
Group 3. 
LOS ANGELES, Feb. 17.—Heavy 


fuel oil prices were advanced to 90c 
per barrel, San Pedro base, during the 
past week by Tidewater Associated, 
General Petroleum, and Union Oil, fol- 
lowing an advance by Shell on Feb. 9. 
Notwithstanding this advance, light 
fuel oil was reported available at 50c 
per barrel, 5c less than last week. Al- 
though no sales of heavy oil were re- 
ported, larger quantities were said to be 
available at under 50c per barrel. 

Independent third-grade gasoline was 
said to be somewhat firmer at a rack 
price of 6.25c a gallon, up 0.25¢ as 
result of heavy buying by operators 
of chain service stations, with large 
storage capacity. 


Sohio Cuts Toledo Price 


CLEVELAND, Feb. 19.—Standard Oil 
Co. of Ohio has announced a reduction 
in its Toledo gasoline prices of 0.5¢ on 
tank wagon, lc retail, effective today. 
New X-70 (regular) prices, exclusive of 
de taxes, are 8c tank wagon to divided 
accounts, and 10c retail at company- 
operated stations. 


NATIONAL PETROLEUM NEWS 




















REFINERY TANK CAR MARKETS 


All prices on this page are publisher's opinion of open market quotations or sales, for spot shipment (10 to 15 days) unless otherwise stated. cen 
per gallon, ercept heavy fuel oils in dollars per barrel of 42 gallons, war and petrolatums in cents per pound in barrels, tank car lots, FOB refineries in 
districts designated, except where otherwise noted. Inter-refinery and export prices not included unless so slated in the respective markets. Federal, stale or 
municipal tazes nol included. Prices quoted apply on products made from legally produced crude. Unless otherwise noted, gasoline octane ratings are deter- 
mined by C.F.R. Motor method, A.S.T.M. D-357-33T; and lubricating oil specifications determined according to A.S.T.M. methods, unless otherwise noted 


Prices in cents 





Gasoline Prices Effective Feb. 19 Feb. 12 Prices Effective Feb. 19 Feb. 12 
Prices Effective Feb. 19 Feb. 12 CALIFORNIA CENT. W. TEX. REFINERS’ QUOTATIONS 
a - oe Prine . caianal o 
OKLAHOMA  Refiners’ Quotations & Sales U.S. Motor: Prices to truck ae 
_ Prices 54-58 gravity, for in- l .S. Motor: (Oct. L-3 ” aii 
U. S. Motor: (Oct. L-3 state shipment 6 25 9 09 5 75 9 25 os ry & below a : a : ; = 
62 oct. & below. 3.75 - 4.125 3.73 - 4.125 54-58 gravity, for out- Satna aly mar; 
63-66 oct .ese+ 4.00 -4.4375 4.00 -4.4375 side state shipment. 6.50 — 9.00 6.50 — 9.00 andi iciebaeis 
67-69 oct.......... 4.25 - 4.75 4.25 - 4.75 58-61 gravity, 375-400 he reek - E. TEX. REFINERS’ QUOTATIONS 
70-72 oct... . 4.50- 5.00 4.50 - 5.00 e.p., 65 oct. & above 7.75 - 9.75 7.29 - 9.45 U.S. Motor: (Oct. L-3 
60-62 400 e.p.... (c) 3.875-4.25 (c) 3.875-4.25 "20-72 oct... a)4.75 a) 4.75 
WESTERN PENNA. REFINERS’ QUOTATIONS N. TEX. REFINERS’ QUOTATIONS (b 60-62, 400 e.p. a) 4.25 (a) 4.25 
eer ereeens U. S. Motor: (Oct. 1-3 a . N. LA. REFINERS? QUOTATIONS (For shipment 
Motor gasoline: 62 oct. & below 3.875- 4.25 3.875- 4 29 to La. & Ark. 
U.S. Motor (58-62 (a)5 a)6.73 63-66 oct. . 4.125- 4.25 $.125- 4.25 alae i : * 
65 oct rr ‘CFR pe HAR piles aaicaeiins 67-609 oct $.375-— 4.50 4.375- 4.50 U. S. Motor: (Oct. L-: : 7 ; 
method). (a)6.75 a)6.73 70-72 oct $.625- 5.00 1.625-—- 5.00 62 oct. & below a) 4 125 t a) 4 25 4.; LS. 
66-68 oct. (L-3 a)6.73 ‘ 60-62, 400 e.p. c) 3.875-4.00 (ce) 3.875-4.00 63-66 oct a) 4.375-4.625(a) 4.375-4 - 
« \ ane \é +. 7 Fe 4 . » ™ 875 5 875 5 a 
ba, dg gasoline ; 6.75 7.00 6.75-7.00 70-72 oct. leaded a) 4.87 > a) 4.875-5 > 
75-76 oct. (L-3) a) 7.00 -7.05 a)7.05 KANSAS (For Kansas destinations only ARKANSAS REFINER’S QUOTATIONS (F.0.b. 
apa poe U.S. Motor: (Oct. L-3 Ark. plant of one refiner, for shipment to Ark. & La.) 
Motor gasoline: oo ae . at 18 Mil tek 1S 
U. S. Motor (58-62° 62 oct. & below... a) 4.375 aid 375 - wh otor: ‘ ‘ 
gravity): (a) 4.50 67-69 oct a) 4.625 a) 4 O25 62 oct. & below 1.00 1.00 
66-68 oct. (L-3) nea (a)6.00 a)6_00 (0-72 oct a)5.125 aS. 525 67 69 oct 4 30) 4 20 
“Q” gasoline... .. . 5.50-5.75 5.50 - 5.625 a ae ple aoe : 70-72 oct ».00 >. 00 
75-76 oct. (L-3).. _ (a)6.25 a)6.25 W. TEX. REFINERS’ QUOTATIONS (b : : ; se 
“-ENTR: . >AN U.S.M : (Oct. L-3 OHIO (S. O. Ohio quotations for statewide delivery 
og : —_— ee = (h - . » — _ . . and subject to exceptions for local price disturbances) 
Str.-Run Gasoline... . (i) 4.00 -4.25  (i)4.00 -4.25 62 oct. & below c) 4.00 -4.25 (c) 4.00 -4.25 Be at 
U.S. Motor: (Oct. L-3) 63-66 oct a) 4.50 —4.625(a) 4.50 -4.625 70-72 oct & ‘ 
67-69 oct... . 5.50 — 6.25 5.50 -— 6.25 67-69 oct c) 4.50 -4.75 (c) 4.50 -4 75 ASTM VIM 00 00 
72-74 oct 6.25 7.00 6.25 7.00 70-72 oct c) 4.75 -5.00 (c) 4.75 -—5.00 Continued on nert page 





a price basis for the ease of comparing prices even when the material originates in another refin‘ng district. 
particular refining district where the material is made and from which il is shipped 


MID-WESTERN REFINERS’ TANK CAR QUOTATIONS 


Prices in this Midwestern Refiners’ Tank Car Marke! table are gathered from refiners from their offices located in Chicago and the surrounding lerritory. 
While the prices are quoted on a Group 3 (Oklahoma) freight rate basis, this is in accordance with the custom of the oil industry which uses Group 3 as 


All other gasoline prices are given by and for the 





Gasoline Fuel and Gas Oils 





Naphtha and Solvent 























Prices Effective Feb. 19 Feb. 12 Prices Effective Feb. 19 Feb. 12 
U.S. Motor: (Oct. L-3 No. 1 p.w. 3.75 = 3.875 3.73 - 3.875 Prices Effective Feb. 19 Feb. 12 
62 oct. & below 2. te 4.25 a i 4.25 No. 1 straw c) 3.625-3.75 (ec) 3.625-3.75 
67.69 cet os mag 75 ner 435 No * seamnieaiel 373-330 3.373. 3.50. FOB Group 3 as quoted by two Chicago sellers) 
70-72 oct - 1.50 5.00 150 5.00 No. 5 $0 TO 1 $0 70 Stoddard solvent 6 6.375 
Cleaners naphtha 6 6.875 
e- 3 V. M.& P. naphtha 6 6 875 
Kerosine Mdénereh-enivine 3 : $875 
41-413 grav. Wow 3. 75 4.35 3 75 4.35 No. 6 ce) $0. 50-$0 55.6¢) $0 50 $0.55 Rubber solvent 6 6 87 > 
42-44 grav. wow. 3.875- 4.625 3.875- 4.625 Range oil c) 3.75 -4.00 (ce) 3.75 —4.00 Lacquer diluent ‘ *.8%5 
Daily range of gasoline prices as reported in PLATT’S OILGRAM (Week Ended Feb. 16, 1940) 
U.S. Motor, (Octane Number determined according to L-3 Method : 
in Okla., Texas and Mid-Western Districts): Feb. 12 Feb. 13 Feb. 11 Feb. 15 Feb. Ty 
62 octane and below: 
Oklahoma ey Sr ee ee 3.75 t.125 3.75 b 125 3.75 b125 3.49 b I25 5 1 tes 
a) North Texas... . : 3.875-— 4.25 3.875-— 4.25 3.875-— 4.25 3.875- 4.25 3.875- 4 25 
West Texas c) 4.00 -4.25 c) 4.00 -4.25 c) 4.00 -4.25 ©) 4.00 —4.25 c) 4.00 -4 25 
Mid-Western Group 3 basis). . Ry $.25 3.75 4.25 3.75 4.25 . 75 $.25 75 S. 2 
63-66 octane: 
Oklahoma Ss 1.00 -4.4375 1.00 —4.4375 1.00 -4.4575 £00 -4. 437 100 4.437 
a) North Texas ee $.125- 4.25 $.125- 4.25 b.125- 4.25 F.125- 4.25 $ 125-4 25 
West Texas . 1) 4.50 —4.625 1) 4.50 -4.625 a) 4.50 -4.025 a) 4.50 —4.625 1) 4.50 —-4 62 
Mid-Western (Group 3 basis) . c) 4.00 c)4.00 c) 4.00 c)4.00 1) 4.00 
67-69 octane: - 
Oklahoma ‘ ? $.25 4.75 4.25 1.75 4.25 1.75 $25 1.75 b.25 1.75 
a) North Texas 4 375-— 4.50 4 375-— 4.50 t.375- 4.50 1.375-— 4.50 £.375— 4.50 
West Texas c) 4.50 -4.75 c) 4.50 -4.75 c) 4.50 -4.75 ©) $50 -4.75 c) 4.50 -4.75 
Mid-Western (Group 3. basis £.25 4.75 4.25 4.75 $25 1.75 1.25 bi ¥.25 bis 
70-72 octane: , 
Oklahoma 1.50 — 5.00 1.50 — 5.00 1.50 - 5.00 $50 — 5.00 £50 — 9.00 
a). North ‘Casas 4 695— 5.00 1 623- 5.00 1 625—- 5.00 1.625 » OO $ 625- 5.00 
West Texas...... ae oe eee ; c) 4.75 -5.00 ¢) 4.75 —5.00 c) 4.75 _—5.00 c) 4.75 _-5.00 c) 4.75 -5.00 
East ‘Texas a)4.75 a)4.75 a)4.75 b) 4.75 b)4.75_ 
Mid-Western (Group 3 basis $50 — 5.00 £.50 — 5.00 £.50 — 5.00 $.50 — 5.00 4.50 » OO 
Motor Gasoline, 60-64 octane: 4 . : ~ 
New York harbor 6 50 6 70 6 50 6 70 6 50 6 70 6 of 6 70 
Philadelphia district. . . 6.50 - 6.75 6.50 — 6.75 6.50 — 6.75 6.50 - 6.49 
Baltimore district 6.25 - 6.75 6.25 6.75 6.25 0. t> 6.29 - O49 
Motor Gasoline, 72-74 octane: so ar 
New York harbor... 6.50 7.70 6.50 7.70 6.90 f.89 6.00) y 
Philadelphia district 6.50 7.75 6.50 7.75 6.75 2 6.69 fete. 
] Baltimore district 6.75 <.09 6.75 7.75 0. to , O. ts tai 
{ U. S. Motor, 58-62°: P 
Bradford-Warren (Western Penna a}o 00 ays. 00 a). 00 a>. c)>.00 
Other districts (Western Penna. f I 4.50 v1.50 a) 4.90 
Motor Gasoline. 65 octane (L-3 
65 octane (CFR Motor method 
Bradford-Warren (Western Penna 16.75 16.75 6.75 UO 0.t9 
| 66-68 octane (L-3 . ae 
} Bradford-Warren (Western Penna v6 75 16.75 a6 75 1/0. to a)0. to 
| Other Districts ie 116.00 aio 00 1 6.00 auf 0O a 6.00 
“O” Gasoline: So = 
Bradford-Warren (Western Penna 6.73 — 7.00 6 75 7.00 6.75 7.00 pep om pots 6.08 
Other Districts (Western Penna. 9.50 9.625 2.90 9.625 2.90 9.79 >. OU eile: I — 3. b8 
75-76 Octane: (L-3 - a ale 
Bradford-Warren (Western Penna - a)7.05 c) 7.00 7.05 1) 7.00 ~7.05 a) 7.00 0» 1) 7.00 -7.09 
Other Districts (Western Penna a6 25 86.25 16 25 16.20 w)6.25 
a) One refiner quoting. (b) One supplier quoting. (c) Two refiners quoting d) Two suppliers quoting. e) Prices nominal. f) No quotations reported. 
g) Prices FOB Central Michigan refinery group basis. for shipment within Michigan. Shipments may originate at plants outside Central group. (h) For shipment 
to Texas and New Mexico destinations. (i) Excluding Detroit shipment 
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| REFINERY TANK CAR MARKETS 
All prices on this page are publisher's opinion of open market quotations or sales, for spot shipment (10 lo 15 davs). Prices in cents per gallon 
except heavy fuel oils in dollars per barrel of 42 gallons. tank car lois. FOB refineries in districts de signaied, exrcepl where otherwise noted. Inter- 
| refinery and erport prices not included, unless so stated in the respective markets. Federal, state or municipal tares not included. Prices quoled 
} apply - products ere from legally produced crude. Unless otherwise noted, gasoline octane ratings are delermined by C.F.R. Motor method 
| S.7.M. D-357-337T; and lubrwating oil specifications determined according to A.S.T.M. methods, unless otherwise noted 
| 1. ‘ ‘ac 4 >...* . Prices Effective Feb. 19 Feb. 12 Prices Effective Feb. 19 Feb. 12 
| Natural Gasoline Prices ieee ; 
CALIFORNI CHICAGO (Continued 
| (Prices to blenders on freight basis shown below. “AL 4 A (e Red Oils: 
Shipments may originate in any Mid-Continent manu- San Joaquin Valley: 180—No. iD 13.50 13.50 
| facturing district Heavy fuel $0.55 $0.75 $0.55 -$0.75 500 No. > 7 on ii an 
| Prices Effective Feb. 19 Feb. 12 Light fuel $0.75 -$0.85 $9.75 ~$0.85 250—No. 5 14.50 14.50 
| FOB GROUP 3 telah ils ee ee 280—No. 5 15.50 15.50 
| Grade 26-70 12.00 m)2.00 pies fH Sus sai : ss - 300—No. 5.. . 17.25 bt 23 | 
} FOB BRECKENRIDGE Los Angeles Note: Viscous oils, 15 to 30 pop. are quoted O.5e 
G le 26-71 a! Ea lower: 60-85 _ 86-119 No. 2) non-viscous oils, 15 | 
ra e 26-70 i.75 1.75 Heavy fuel ; $9 15 -$0.65 $0.45 -$9 65 to 30 pop.. Ou lees . To obtain delivered prices in 
| CALIFORNIA (F.0.b. plants in Los Angeles basin Light fuel $0.50 $0.70 $0.55 -$0.70 Chicago, add 0.23c per gal. | 
| 75-85, 350-375 e.p. for Diesel fuel (per gal 2.25 - 4.000 2.25 - 4.00 
| blending e 6.00 - 6.25 6.00 — 6.25 Stove dist. (per gal 2.25 - 5.00 0 2.25 1.00 
| San Francisco C li ‘ 7 
| ‘Vlinder Stocks 
| é 4 Heavy fuel $0 80 $9.80 7 } 
Kerosine tan ; 
“dade hos oe ye oo rr MID-CONTINENT  (P.0.b. Tulsa) | 
_— . . ese ue erga = ) a " | 
| WESTERN PENNA. REFINERS? QUOTATIONS bases diet. loekua 5 30 130 Bright Stocks: | 
| Bradford Warren Vole: All above heavy fuels meet Pacific specifica- 190-200 Vis. at 210° D. e)29.00 e)29.00 } 
| 45 grav. w.w. h)5.125 h)5.125 tion 400: light fuel. spec. 300; Diesel fuels, spec. 200; 150-160 Vis. at 210° D: . -_ bs ee | 
46 grav. w.w. : e)5.375 ©)5.375 and stove distillate, spec. 100. 6 to 10 p.p.... 24.00 —-25.00) 24.00 —25.00 
. : 10 to 25 p.p.... . 23.00 -24.50 23.00 -24.50 | 
| Other districts 25 to 40 p.p. h)24.00 h24.00 
| 45 grav. w.w 1.875- 5.00 1 $75- 5.00 150-160 vis. at 210° E. 22.00 —-24.00 22.00 —24.00 | 
| 46 grav. w.w. » OO 2.125 >. 00 o. 425 | 
47 grav. w.w , 5.00 5.25 5.00 >.25 120 Vis. at 210° D: | 
CENTRAL MICHIGAN | (a Oto 10 p.p........ 22.73 -24.00 22.73 24.00 | 
47-49 gravity w.w.... 1.80 5 10 ees 5.10 25 ¥ 10 p.p . e)22.50 e)22.50 
, : 600 SR. Dark Green... &)8.00 e800 
OKL ( » “cs? ati 2 ate T " ; : " 
— IMA Relfiner Quotations & Sales Neu t ral Oils 600 S.R. Olive Green.. 9 00 950 9.99 9 50 | 
se ee te. (@)21.00 e) 21.00 | 
41-43 grav. w.w..... 3.75 — 4.25 3.75 - 4.25 ' Black Oil...........(h) 4.00 —5.50 (h) 4.00 —5.50 
42-44 yrav. w.w... 3. 875- 4.62 3.875- 4.625 WESTERN PENNA. REFINERS’? QUOTATIONS | 
KANSAS (For Kans: dest t ) e) CHICAGO (Viscosity at 210°) | 
re eee se peices Viscous Neutrals No. 3 col. (Viscosity al 70° F Nasties Mnidal Matha 
- 14 ten td ny oh 5 e ; =") e ; 0 200 Vis. (180 at 100°) 420-425 fl an: ered Steam Melines i ace 
- ‘ ) hd raed e 60 { 
TEX. REFINERS’ QUOTATIONS (b Po a ch head i 160 11.00 1100 
41-43 Bray. WW. ..< h)3. 875 h)3.875 15 “4 ye a8 = cs +4 = 1) = ; sine = | 
E. ‘TEX. REFINERS’ QUOTATIONS 25 p.t 27.00 -28.00 28.00 —- 29.00 Bright stocks, 160 vis. at 210. No. 8 color: | 
41-43 grav. ww. e) 3.50 -3.75 (e) 3.50 -3 75 :' . - , , ‘ P 0 to 10 p.p.. 24.75 24.7 
ex 50 Vis 3 at 100) 400-405 5 95 7.73 23.03 
N. LA. REFINERS’ QUOTATIONS (Kor shipment —— rt ipa ee me Ge 
to La. and Ark. 0 p.t ©)28 30 ©)29 50 30 to pp. 23.25 23 : ) 
0 aa e ane FE filtered Cyl. Stock 14.50 11.50 
41-43 grav. w.w. e) 3.75 —-4.00 (e) 3.75 -4.00 10 p.t e)27 ov) e)28 50 fits é ; ; . Bess 
ARK. REFINER’S : 15 p.t ©2650 e)27 50 Note: To obtain prices delivered in Chicago. add 
: QUOTATIONS (Fo a Ark 25 p.t 25.00 -26. 00 26.00 -27.00 0.25e per gal. 
plant of one refiner for shipment to Ark. and Ls 
o 43 grav. WW... <2 1.00 100 SOUTH TEXAS WESTERN PENNA. REFINERS’ QUOTATIONS 
CALIFORNIA Vis. om ee 600 SR. filterable. . h) 15.00-16.00 16.00 —16.50 
40-43 grav. w.w..... 1.50 6.00 1.50 6.00 , . , 650 S.R.... sotnee h) 18.00-19.00 hy 19.00°-19 50 
4 » ) Pale Oils: (Vis. al 100°F he ... 19.00 —20.00 20.00 -20.50 
100 No. 1144-2%.. o.¢0 6.00 5.75 6.00 630 fl . 22.00 -24.00 24.00 
G | KF | i 200 9 2-3 250 7.75 7.90 - 7.75 Brt. stk, 145-155 vis. at 210°, 540-550 f1., No. 8 col. 
yas; 4 » : 300 No. 2-3 . 8.00 =- 8.25 8.00 — 8.25 . “ ’ pate os 
ae a _— ue ( ils 500 No. 24%-3h4.. 9.00 — 9.25 9 00 - 9.25 LO P.8.. oss as e)29 50 €)29.50 
WESTERN PENNA. REFINERS’? QUOTATIONS 750 No. 3-4... 9 50 9 75 9 50 9 75 15 p.t. e 28 30 e = a0 
Bradford-Warren 1200 No. 3-4 9 875 10.50 9 875-1050 25 p.t. 25.00 -27.00 27.00 -28.00 
36-40 gravity ‘ uk we 2000 No. 4 10.00 -10.75 10.00 —-10.75 
Other districls: (Excluding Pittsburgh District: Prices Red Oils > 
36-40 gravity 3.875- 4.50 3.875- 4.50 200 No. 5-6 7.50 7.75 7.50 fio es I etrola tums 
CENTRAL MICHIGAN | (; 300 No. 5-6 8.00 — 8.25 8.00 — 8.25 : ; 
>W . ys 500 No. 5-6 9 00 9 25 9 00 - 9.25 WESTERN PENNA. Bbls., carloads; tank cars, 
+ gf oe 1.75 ».00 4.75 — 5.00 730 No. 5-6 9.50 -9.75 9.50 - 9.73 0.5 per Ib. less 
NO. 3 gi : Za 5 95 c ’ -- - Q-- - . * me ‘s as = 
UG protic | _ - 3 00 : . a oe 1200 No. 5-6 9. 875-10.50 9 875-1050 Snow White. . 6.875- 7.00 (0) 6.875-7.00 
4 ™ » ’ 3.00 — 3.75 2000 No. 5-6 10.00 -10.75 10.00 -10.75 Lily White a 5 875- 6.00 (0) 5.875-6.00 
Fuel Oils (Vis. at 100 Cream White 1.875- 5.00 (0) 4.875-5.00 
500-700 Vis e)3 .25 e325 MID-CONTINENT (Vis. at 100 F.: F.o.b. Tulsa Light Amber 3.625 3.87510) 3.625-3 875 
309-500 Vis 29 75 3.75 > ae Q 72 on »pPp) Amber 3.375-— 3.625(o) 3.375-3 .625 
100-300 Vis (e) 3.50 -3 52 e) 3.50 -3 a2 Pale Oils 0 to 10 PLP. Red 3.125- 3.375(o) 3.125-3.375 
OKLAHOMA er ~~ <r 
‘ é etioy , 60-85— No ... 6.50 —- 7.50 6.50 - 7.50 
“a W Reig 3.8125 3 75 -3.8125 86-110-—No. 2 6.75 - 8.00 6.75 — 8.00 
No. | straw 1) 3.50 -3.75 (h)3.50 -3.75 150—No. 3 12.25 -13.75 12.25 -13.75 lay 
0g 2 a 3.50 z 3.625 3 50 3.625 180-—No. 3 13.00 -14.00 13.00 —-14.00 W ax 
cake ; e)3.50 e)3.50 200—No. 3 13.50 -14.50 13.50 -14.50 eon oreo oa : 
: = oil oy ae ' h)3 .25 250— No. 3 14.50 -16.00) 14.50 -16.00 WESTERN PENNA. REFINERS’ QUOTATIONS 
No. 3 fue 3.310 3¢3 3.375-3.4375 280-—N 3 5.50 eee 5 5.50 1.20 7. 
No. 5 fuel A a : oi el vee + on + es = oy 4 In bbls., carloads, N. Y. 
No. 6 fuel (h)$0 50 h)$0 50 ; : Sit site sia sini 122-124 A.m.p., w.c oon i ae ee 
14-16 fuel e)$0 85 ©)$0 85 Red Oils seale... h) 5.50 -5.75 (h) 5.50 -5.75 
Range Oil 2 7e 3.875 3.75 3 875 124-126 A.m.p., w.c. 
Cacti alate : : ae . ale 5.50 - 5.75 5.50 - 5.75 
KANSAS (For Kans. de 3 180-— No. 5 : . (e)13.50 e)13.50 WONG 555 ee 5.50 - 5.75 >. of 4 
r ins. destitiations only 200-—No. 3 13.00 -14.00 13.00 _14.00 : 
No. 6 P ! e)4.00 e)4.00 280-—No. 5 .. 14-75 -16.00 14.75 -16.00 OKLAHOMA Refiners’ Quotations & Sales 
I a, REFINERS’ nese — h $0 60 300—No. 5 (h)}16.25-16.75(h) 16.25-16.75 Prices. (In bbls. or burlap bags, carloads 
° “ihe a vi it TIONS (b ‘ 9 . 
se = 9 24-1 2¢ .m.p., C. 
No. 1 P.W. ©3875 3 875 omar Ry ope ig prs 1 — ‘ generally = git od is ‘si “ ; : ‘ h) 5.735 -6.00 (h) 5.75 -6.00 
> Tey hy > . . L 3 quoter 9c under p.p. Os on-viscous oils 
E. TEX. REFINERS’ QUOTATIONS 15-25 p.p.. generally are quoted 0.25c under 0-10 4 — re 
“9 I p.w e)3.375 e)3.375 p.p. oils CHICAGO QUOTATIONS (FOR Chicago dinteiet 
- LA. R s° 7 . : . : refinery of one refiner, in bags or slabs loose. carloads. 
~ La Pace = m QUOTATIONS (For shipment CHICAGO Vis. at 100° F Melting points are E.M.P. (A.S.T.LM.) methods; add 
ny Pale Ofte 3° F. to convert into A.m.p. 
10-14 grav. ©) $0. 65- $0 70.e) $9.65 $0.70 : Pale oo 0 to 10 p.p. . ; 
\. ven is. ‘olor Tully refinec 
ARK. REFINER’S QUOTATIONS | 5 ob. Ark e seg — meni 
plant of one refiner, { t sa 60-85 —No a So 8 25 122-124 (bags only 6 10 6.10 
or shipment to Ark. and Li 86-110-—No. 2 ; gona 8 350 95-197 at ‘ 6 10 6 10 
mg 3.875 3 BTS 150-—No. 3 12.75 12.75 127-129 6.35 6.35 
No. 3 : 3 625 3.625 180—No. 3 14.00 14.00 130-132 . 6 65 6.6) 
28-32 zero fuel 8.50 3.50 200-—No. 3 14.50 14.50 132-134 6.90 6.90 
Tractor Fuel... .. 4.25 j)4.25 230—No. 3 15.50 15.50 135-137..... | 7.65 7.5 
_ (a Prices FOB. Central Michigan refinery group basis. for shipment within Mich. Shipments may originate at plants outside Central group. (b For shipment to Texas and 
New Mexico destinations. (c) Excluding Detroit shipment. (e) One refiner quoting. (f) No quotations reported. (h) Two refiners quoting. (j) For shipment to Ark. points 
only. (k) Two suppliers quoting. (1) Quotations. (m) Sales. (n) No quotations reported. (o) These prices correct for Feb. 12 instead of prices published in Feb. 14 NPN, page 40 
i | 
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TANK WAGON MARKETS 


Tank car, tank wagon, dealer, and service station prices for gasoline do not include taxes: they do, however, include inspection fees as shown in qeneral 


footnole. Gasoline tares, shown in separate column, include le federal, and state tares 


wagon pric 





also city and county tares as indicated in footnotes 
»s also do not include ltares: kerosine tares, where levied, are indicated in footnoles 


Aerosine lank 


Dealer and commercial consumer discounts are shown in 











footnotes. These prices in effect Feb. 19, 1940 as posted by principal marketing companies at their headquarters offices, but subject to later correction 
. T - , a Danbury, Conn ! 8.3 9.6 1 7.5 Dayton 5 nd 10.5 9 M.S 5 12 
S. O. New Jersey Hartford, Conn. . . 7.9 93 4 8.40 Marietta 1058 15s 5 *12 
° 
Bean New Haven, Conn 7.8 8.8 1 “as Portsmouth... . 10.5 9.5 12.5 5 12 
(Regul Grade) Bangor, Me.... 7 9 10 > 8.0 Toledo 10.5 8 10 5 12 
egular Grade Portland, Me 7.6 9.4 8.50 Youngstown 10.5 ) 1.5 5S 11.5 
Consumer Gaso- Kero- Boston, Mass 1. 9 1 8.50 
" k Dealer line si Coneord, N. tl 8.4 10.7 5 9.10 Renown Gasoline 
ir TW. Taxes TLW Laneaster, N. H 9.2 11.7 » 9 90 Third Grade 
* Atlantic City, N. J 7.6 8.7 1 ee | “a: 2 oa Ohio, Statewide 10.5 9.5 12.5 §$ 
ewark, N. J 7.6 8.7 1 TRPVSHORGH, Tey . yeh Akron 10.5 $8.5 10.5 5 
Annapolis, Md... ; 8.35 e356. § “Net asig Ti 8.1 be 4 7 a Cincinnati 10.5 9 MS 3 
Baltimore, Md ; eae 8.75 5 UCeaaTNCE, v.20 os ' * Cleveland 10.5 8.5 I 5 
Cumberland, Md. R 9 15 10.15 5 *Plus 2% city sales tax computed al time of eac h sale. Columbus 10.5 9 1.5 «65 
W ashington, dD. Cc 8.0 9 3 Discount lo undivided dealers: O0.5c less than “split Dayton 10.5 9 11.5 5 
Danville, Va 8.95 1b .45 6 iS dealer t.w Marietta ‘ 5 10.5 9 M.S 5S 
ntti Va ISN pRB 10.25 > 4 It Price basis to commercial consumers: on gasoline Portsmouth eee . 10.5 95 12.5 5 
idee a ee Oo 10 »D 6 1.7 on annual purchases. effective about Feb. 15, 1939 Poledo . . 10.5 8 io 3 
ns Va 8 05 10.55 6 i thru New York and New England: 10,000 gals. and Youngstown ? 10.5 9 11.S 5S 
om oe bie ( 2 =) l.75 6 It 5 under, tank car price plus 2e per gal.: 10,000 to 50,000 Nole: Prices at other Ohio points may be obtained 
char eston, V ae 85 a piel 6 12 o gals., t.e. plus b.5e; 50,000 to 200.000 gals., t.e. plus Ll by writing NPN 
Parkersburg, Wo Va.. b 9 8) 6 11.2 200,000 gals. and over, tx plus 0.5¢ per ral + . : . 
Wheeling. W. Va 8 85 10). 75 6 12° : “iy & ; ’ Ohio has kerosine tax of Le per gal., not included 
Charlotte, N. C 0 0 14 ° 118 Private consumers pay undivided dealer price in above prices 
Hickory, N.C 10.45 11.95 7 12.3 plus 2 Private Ne ee gee ieee ice compart ‘This price also to authorized agents, exclusive of 
Mt. Airy, N.C. 10.3 11.8 T 2 ment deliveries of at least 200 gals., will receive a 0.5e rental 
Raleich. C 0 63 - - : discount of O.5e per gal : ; 
Satislen’y N Cc 9 o5 ri > + 0 {Prices are at company-operated service stations 
si eo . 3 ) ) i ! ag , 
Charleston. S. C 7 72 10.95 - 9 25 . oe lo undivided dealers: O.5e less than divided 
Columbia, S. € an | 27 WW.5 ‘ Pa fini base tah 
- a, oo. ‘ ‘ ° / co 4 . 7 . on 
cere i aE cf uae aes Atlantic Refining Sale tax: Obls'e 39% wiles tat, elecilon Dan 20, 


Discount lo undivided dealers on Esso: thru territory, 
except New Jersey points, which see in “Note” below: 
Dealer tow. price less O.5¢ per gal. 

Iffective Sept. 14. 1939, S. O. New Jersey posted 
a minimum retail resale price of 11.9¢ thru New Jersey 

Nole: While the above posted prices continue at 
Athantic Citw and Newark J.. dealers will pay a 
net price of 8.6¢ per gal. for Esso. Dealers having 
pumps marked only, Esso, Esso Extra and “Standard” 
White gasoline will pay 8.le per gal. for Esso 

Price basis to commercial consumers on motor fuels 
(Esso, Esso Extra and “Standard” White in’ lank 
wagon delivery: To contract accounts, purchasing at 
least one fullcompartment at atime by hose connection: 
Effective March 12, 1937, in New Jersey, and March 
8 in Maryland, District of Columbia, and in Arlington 
and Fairfax Counties in Virginia, on yearly purchases 
from 2,500 to 100,000 gals., consumer tow. price at 
time and place of delivery; 100,000) gals. per year 
consumer tank car price, plus 0.5¢ per gal. Generally 
consumer tw. price in foregoing states is equivalent 
of dealer t.w. price, less 0.5¢ per gal.; and 

Effective May 15, 1937, (by tank wagon) in West 
Virginia, commercial consumers taking deliveries of 
100 gals. or more at one time will be billed at the posted 
consumer tow. price Deliveries less than L000 gals. 
will be billed at 4e per gal. over posted consumer 
tw. price Generally, posted consumer t.w. price 
will be equivalent to the dealer price less 0.5¢ per gal 
and 

Effective Aug. 10, 1938, in Virginia (except Arling 
ton and Fairfax counties), accounts buying up to 
100,000 gals. per year, consumer tank car price, plus 
2e per gal.; accounts buying over 100,000) gals. per 
year, consumer t.c. plus 0.5c¢ per gal. and 

Effective Jan. 16, 1939 in North Carolina, and 
Jan. 23, 1939 in South Carolina, on single deliveries 
of 50) gals. or more, consumer tank wagon price; 
single deliveries of less than 50 gals., de per gal. over 
consumer t.w. price Generally, posted consumer 
t.w. price will be equivalent to dealer price less 0.5¢ 
per gal. 

Kerosine Discount: le off tow. price for 25 gals.. or 
more, under contract thru territory (Baltimore City 
contract not necessary) except no discount in state 
of New Jersey. 


Socony-Vacuum Oil Co., Ine. 


(S. O. New York Division) 
Socony Mobilgas 
(Regular Grade) 
Con- “Split” 
ner Deal- Gaso- Kero- 
Fank er line sine 


car T.W. Taxes T.W. 





Metropolitan N.Y. City: 
Boroughs of Man- 
hattan, Bronx and 
Brooklyn (Kings and 
Queens Ce 9.2 *5 8.50 


Borough of Richmond 

Staten Is.).... _ 4.2 2.2 *5 8.50 
Albany, N. Y 7.6 92 5 8.30 
Binghamton, N.Y... 8.9 95 5 9 30 
Bulfalo, N.Y. . 81 9.5 5 
Jamestown, N.Y... 7.7 95 5 7.9 
Plattsburg, N.Y... 8.1 10.6 5 5.90 
Rochester, N. Y.... 8.3 10 5 8.5 
Syracuse, N.Y... $3.2 95 5 8 80 
Bridgeport, Conn... . 7.8 8.8 4 8.0 


Atlantic White Flash 
Gasoline 


(Regular Grade) 





a Gaso- Kero- 
Tank Dealer line sine 
Car T.W. Taxes T.W. 
Phil idelphia, Pa y 9 > 10 
Pittsburgh & 9.5 ) 10.5 
‘Tlentown 8 9 5 ; 1a.3 
lorie 8 Qo > 10 
Scranton t.a 10 ) 10.5 
Altoona 8 10 4 10.5 
amportum % 10 5 10.5 
Indiana 8 10 > 10.5 
lL niontown % 10 5 10.5 
Harrisburg 8 95 5 10.5 
Williamsport 8.5 10 5 10.5 
Dover, Del 8.5 ) 1005 
Wilmington 9 ) 10 
toston, Mass 9 1 8.5 
Springtield, Mass 9 1 90 
Worcester, Mass 95 1 8 0 
Fall River, Mass 8.5 1 8.5 
Hartford, Conn 9:3 1 8.5 
New Haven, Conn 8 8 4 8.5 
Providence, R. I 9.3 1 8.5 
Atlantic City, N. J 8.6 t 8.1 
Camden, N. J 8.6 1 8.1 
Trenton, N. J 8.6 1 8.1 
Annapolis, Md 9 35 > 10.5 
taltimore, Md 8.75 > 9.5 
Hagerstown, Md 9 85 > wm 
Richmond, Va 10055 6 11 
Wilmington, N.C 10.35 7 10 8 
Brunswick, Ga 10 =a 
Jacksonville, Fla 9 8 10 


*Georgia has kerosine tax of le per gal., not included 
in above price. 

Discount to undivided dealers on gasoline: Dealer t.w 
less O.5c¢ per gal. except in Georgia and Florida, dealer 
t.w. and undivided dealer price is same 

Discounts on gasoline: At Seranton, Pa.. le per gal 
voluntary discount allowed to dealers only, effective 
July 8, 1939 

Price basis to commercial) consumers: consumers 
under contract, in’ Penna. and Delaware, effective 
Mar. 11, 1937. on yearly gasoline purchases taking 
full compartment hose deliveries, using 100,000 gals 
or more per year, tank car price plus 0.5e per gal; 
consumers taking less than 100,000) gals... undivided 
dealer price Consumers under contract and not 
under contract, taking less than full) compartment 
delivery, and consumers not under contract’ taking 
full compartment delivery, get divided dealer price 
Consumers taking less than 25 gals., t.w. delivery, 
get le above undivided dealer price 

Kerosine discount: Thru Pennsylvania and Dela 
ware, 2c per gal. off t.w. price on t.w. deliveries of 25 
gals. or more at one time, effective since Oct. 29, 1936 


S. O. Ohio 


Sohio X-70 Gasoline 
Regular Cirade 
Con- jDiv- aso- Kero- 








sumer ided line 

T.W. Dir. [S.S. Taxes T 
Ohio, Statewide 10.5 9:5 43.5 5 *12 
Akron.. » 310.35 S:3 6.3. S "8.5 
Cincinnati. ; 10.5 9 is Ss *12 
Cleveland. . ae 10.5 8.5 11 5 *}2 
Columbus . « 16.5 9 B.S 5 *12 


1935, is added “where 
prices . 5. 0 Ohio says 

Commercial Statewide Tank Wagon O.D.A. on all 
grades of effective 
June -L. 1939, discount off posted consumer tow. price 
on monthly purchases: 0 to 999) gals. Les 1.000) to 
1.999 gals... b5e: and 5.000 gals. and over, Ze per gal 
O.D.A. in many areas is a 
wide OLDLA 


issessable to regular posted 


gasoline, to contract accounts 


variance with this state 


as 


Kentucky 
Crown Gasoline 


(Regular Grade) 





Con- (hase- Kero- 

sumer Net line sine 

PW. Die. Vaxes ‘TW. 
Covington, Ky 9 9 6 9.5 
Lexington, Ky 10.5 10.5 6 10 
Louisville, Ky. 95 9.5 6 Q 
Padueah, Ky 9.5 95 6 9 
Jackson, Miss 9 9 r4 5 
Vicksburg, Miss 9.5 9.5 7 *9 
Birmingham, Ala 10.5 10.5 *3 9 
Mobile, Ala 9.5 9.5 9 8 
Montgomery, Ala 1.5 10.5 9 #10) 
Atlanta, Ga 10 iL 7 "9 
Augusta, Ga 1005 10.5 7 *9 
Macon, Gi: 905 9.5 7 ¥*O 5 
Savannah, Ga 9.5 9.5 7 *3 
Jacksonville, Fla 9 9 g 8 
Miami, Fla 9 9 8 ‘ 
Pensacola, Fla ta 9.5 9.5 *9 8.5 
Tampa, Fla.... 13 10 8 8 


**Standard or Kyso Gasoline 
(Third Grade) 


Covington, Ky. ’ 8 8 6 
Lexington, Ky 9.5 9.5 6 
Louisville, Ky.... 7.6 cee 6 
Paducah, Ky 8 8 6 
Jackson, Miss % 8 7 
Vicksburg, Miss $.5 85 7 
Birmingham, Ala 8 8 *i 
Mobile, Ala oleh ‘e "Oo 
Montgomery, Ala 9 9 9 
Atlanta. Ga 65 65 7 
Augusta, Gin 9 5 9 5 7 
Macon, Ga 8.5 BS 7 
Savannah, Ga 8 8 y 
Jacksonville, Fla 8 H 8 
Miami, Fla 8 { 8 
Pensacola, Fla 8 8 *) 
Tampa, Fla 1S 9 8 


Temporary discounts to lank wagon consumers at 
Tampa: on Crown gasoline, 3e per gal. below con- 


sumer t.w. price; on Standard, 2.5e. 


*Tares: In the tax column is included these city 
and county gasoline taxes at the following points: 
Mobile, 2c city; Birmingham, le city; Montgomery 
le city and le county; Pensacola, le city 
and Montgomery. Ala. have kerosine taxes of le 
per gal., and Mississippi 0.5c, not included in above 
prices 


(ieorgia 


**Standard Gasoline. a leaded third-grade, is sold 
in Kentucky, Alabama, Georgia and Florida; Kyso 
Gasoline, an unleaded third-grade, is sold in Missis- 
sippl. 





























Above prices include these inspection fees on both gasoline and kerosine unless otherwise specified, per gallon, figured on basis of 50 gallons per barrel: _ 
Alabama, 1 /40c on gasoline. 1 /2¢ on kerosine; Arkansas, 1 /5e per gal. in a single barrel, 1 /20c per gal. in bulk: Florida, 1 /8c; Illinois, 3 /100c; Indiana, | /5e per gal. 


in lots up to 25 bbls.: 2) 25c per gal. in lots of 25 bbls. or more; Kansas. 1 /50c, 


sota, l 


25e; Missouri, 3/100c: Nebraska, 3,100c; Nevada. gasoline, 1 /20c; North Carolina, 1 
bbls., 1 Se in lots less than 50 bbls.; South Carolina. 1 8c; South Dakota, 1 


Kerosine inspection fee only: lowa, 3/50c; Michigan, 1 5c per gal. 


3/50c can be charged to meet inspection department expenses) ; 
4c; North Dakota, | 
10c; Tennessee, 2/5c; and Wisconsin, 3 100c. 


Minne- 


Louisiana, | /32c; 


20c; Oklahoma, 2 /25c per gal. lots of more than 50, in 
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i S ' 
Vank car, lank wagon, dealer, and service station prices for gasoline do not include taxes; they do, however, include inspection fees as shown in general 
footnote. Gasoline tares, shown in separate column, include le federal, and state tares: also city and county tares as indicated in footnotes. Kerosine tank 
wagon prices also do not include taxes; kerosine tares, where levied, are indicated in footnotes. Dealer and commercial consumer discounts are shown in 
footnotes. These prices in effect Feb, 19, 1940 as posted by principal marketing companies at their headquarters offices, but subject to later correction. 
° " P 
. rhriftane 
S. O. Indiana , ; — Canada 
; ; Leaded, 67 Octane, Purple Gasoline 
= « — . ( oi y Sade atlas eo 9 5 PRICES OF IMPERIAL OIL LTD. 
St: ( _ >) . Sates ~ ° . ° ° y . . 
rae sire € rade) CE, UR os 6 sian eee 5.5 9 5 Per Imperial Gallon, which is 1.2 U. S. Gallons 
. Red Dealer Price : Houston x 10.5 5 3-Star Imperial Gasoline 
Crown, re Gaso- Kero- San Antonio 6 10 5 . 
Cons. Red Stano- line sine A: y (Regular Grade) _ 
T.W. Crown lind Taxes T.W. i ys hese por wagon prices apply to all classes of ’ : Kero- 
Chicago, MI Te 91 69 , 10 dealers and consumers. eee Gasoline sine 
Wiicrs Ill es rw. Taxes news 
ecatur, 11.1 81 6 1 85 ‘ ° . . — 
Joliet, Lil lll 96 7.4 4 10 Continental Oil Hamilton, Ont . 15.5 8 16 
Peoria, Il 213 87 2 | 4 10 : Foronto, Ont... . ae 8 16 
Quincy, Hl 109 O4 85 1 98 Conoco Bronz-z-z (Regular Grade Brandon, Man 21 7 22 
Indianapolis, Ind “as 693 8.4 5 0 Gaso- Kero- Winnipeg, Man -s eaoe 7 20.5 
Evansville, Ind 11.6 10.1 9.4 5 *10.5 Deal- line sine Regina, DOSK..00.:.-+. BBS 7 20.5 
South Bend, Ind 11.8 10.3 743 5 S10 ttT.W. er Taxes {T.W. Saskatoon, Sask. . . es 7 23 
Detroit. Mich 9 6 81 7.6 4 7.6 ieee 9 5 115 Edmonton, Alta.. 18.9 7 20.9 
Grand Rapids, Mich.. 9.9 77 7.2 4 97 Grand Junction, Col... . 12.5 5 15) Calgary, Alta. - : - z - 
Saginaw, Mich 10.8 9.3 8.6 1 9 3 Pashto Col Peet 10 . 5 9 | Vancouver, B. C 16 7 23 
Green Bay, Wis 11.9 10.4 99 3 10 ee a ans : 113 Montreal, Que 16 8 16.5 
Milwaukee, Wis 41.3 988 93 5 1.2 ( ‘eoste dite ee 10 = : 3°. St. John, N. B 15 10 19 
La Crosse, Wis 11.5) (10 95 5 10.4 Ritinos Aftont "19 5 6 13 Halifax, N.S... se oe 10 19 
Minneapolis-St. Paul. 11.5 9.5 9 >» 10.4 Butte, Mont aa 6 15.5 Discounts to undivided dealers, le off t.w. price, 
Duluth, Minn 11.9 104 99 5 10.38 Great Falls. Mont _ 13.5 6 ie 5 except Maritime Provinces where undivided dealers 
Mankato, Minn 11.5 «10 9.5 » 10.4 Helens. Mont 45 6 15.5 pay tw. price. Divided dealers pay t.w. price, thru 
Des Moines, la 10.9 8.4 7.4 \ *9 8 Salt Lake Civ. Uteh... 10.5 10.5 5 16 territory 
Davenport, La is 2 9 6 7.5 1 *10 Hides Aan Sid , +L 1 KELS 1 6 18 ; 
St. Louis, blo. i] os item a ‘Twin Falls, Ida 5 A 51 6 If SOCONY-VACUUM OIL CO. 
Ss rf vA ¥ 5 * 8 = - . , - = 
“ Saeehien. wl 4 ; 9 2 7 . “si 4 Albuquerque, N. M $ 16.5 10 Buffalo, N. Y.... 11.5 12.5 
ansas Gity, Mo $9 6.9 *4 3 R ll, N. M 9.5 95 6.5 8 *New York Ci 95 V5 
St. Joseph, Mo 10 4 80 5 (A 279 oswell, : : 2 > 6.5 New York City. 2 1¢ > 
aes D 7 Wl 10 me 7 116 Santa Fe, N. M.. 10.5 10.5 7 10 : Rochester, N. Y... 13.5 13.5 
ec es “ = iets Kt. Smith, Ark, 9.5 > 1.5 Syracuse. N. Y... 12.5 15 
uron, S. D 12 10.5 #10 > 10.9 I ha Thnek kok 9 75 7 - ° . - - 
Wichita, Kans 9 3 7. e 5 1 7 ttle Hoek, Ar io é.9 3b Boston, Mass 1L.5 11.5 
ai ; < 2 ‘ a Vexarkana, Ark 8 2 é Bridgeport, Conn 11.5 12 
Taxes: in the tax column is included these city Muskogee, Okla 8 7 > 7 Hartford, Conn 11 1.5 
~— —- ee — ves following points Kansas Oklahoma City, Okla 6 > 6.5 Providence, R. I : 11.5 iS 
ity, St. Joseph ¢ St. Louis, le c ‘ . . * ; 7 3 : nck 
y ; no ph anc ' ous, le city tax _Kerosine Pulsa, Okla , 6 ‘ > *Prices apply to consumers only in quantities over 
taxes ndiana has 4c, lowa 3c per gal. state tax Dems ie Line 000 gals. : ally F t ities ler 1,000 
not included in above prices « roo ie pusotise 1,00 gals. annually, — or quantities under ’ 
(Third) Grade gals. annually, add 0.5c per gal. 
Discount to commercial consumers: Kfective Jan. 1, Denver. Col 2 a 
1935, thru territory, except Michigan effective Feb. 1, ( cele hacer tah Col i = = 
oft purchases per month, discount off tow. prices; all ary Col isis 9. 5 
gasolines, 25 to 1,000 gals., at tow. price; 1,000 gals., Ca me Wo 103 - 
or more, L.5e off tw. on Ethyl and Red Crown, and ee : * - - 
; » i Cheve 2 9 ~ . x ° 
le on Stanolind (latter effective June 9, 1937 Mini oa Sse “ +8 11 “4 6 Aviation Gasoline 
mum delivery is 25 gals “erage “ 11 * 6 
e, oO + . 
Great Falls, Mont 11.5 6 Following are tank car, tank wagon or 
Helena, Mont 13.5 6 deale yrices, as indicated, of aviation 
S. O. Nebrask: Salt Lake City, Utah 95 a lealer prices, as_ indicated, ssi 
Se - iNeDraska “peign agai il id 6 gasoline in several marketing territories. 
Standard Red Crown Gasoline ‘Twin Falls, Ida 1401 14.1 6 
(Regular Grade) Albuquerque, N. M iz 6.5 Ss. O. OHIO 
Gaso- Kero- Roswell, N. M i 2 8.9 16 . Thru Ohio 
Se . Santa Fe, N. M 9.5 ae 7 
Ws lime sine LS , k > Esso Aviation 
r.W. Dealer Taxes TLW. t mith, Ar Ba eo Cc % Gasoline 
Litthe Rock, Ark 7.5 7.5 ‘consumer — Guasoli 
Omaha, Neb : 10.5 6.9 6 9 3 “Pane are v= Pa S A axes } 
MeCook 10.5 7.9 6 9 iat ms O > P re ‘a 
Norfolk 10.5 8.4 6 9 uskogee, Okla Le 6 > 74 octane... -.. 16 5) 
: ~ : ‘ Oklahoma City, Okla 2.9 2 80 octane. .. ‘ 17 5 
North Platte 11 8 8.9 6 10 lalsa. Okla 5 a 87 octane 18 5 
Seottsbhif 12.5 9.5 6 10) @, RIA; - +22 ae ot oCN ae : 
dD fe f / re k | Includes city tax of 0.5c. Discounts: For delivery on contract to hangar | 
iscounts to commercial consumers: for tank wagon last dba ti ete tax. operators and resellers: 2c below consumer posted | 
deliveries covered only by Standard Coramercial {Prices are in t.w. deliveries to consumers and t.w. price, shown above. 
Consumer Contract, effective January 1, 1935 aciBrares , 
Prices include 0.le to cover I-mill tax for toll 
bridges S. O. INDIANA 
. > fiT.w. prices represent prices to consumer; also to : aati . : 
fo ‘ ‘ Stanavo Aviation Gasoline 
Coates O. Louisiana dealers at points where no dealer prices are shown geet : re | 
e 73 Octane Number 
“ssa 
(Regular Grade) " 2 m io oe an j g : 3 4 
. etroit, Mich ) | 
( onsumer Gaso- Kero- s, QO. ( ‘al 1 forn la Milwaukee, Wis 5.3 5 
Fank Dealer line sine ba : : Minneapolis, Minn eee 5 } 
Car TW. Taxes 7.3. Standard Gasoline Se Tanie Wis 143 2 | 
Little Rock, Ark 7.73 10.25 75 40 (Regular Grade) _ Kansas City, Mo 14.2 *4 
\lexandria, La 1.25 9.75 8 ‘11.5 Gaso- Kero- Fargo, N. D..... ‘ 16.5 5 
Baton Rouge, La 4.25 9 75 8 ‘5 — line sine Huron, S. D cae EO 5 
s = 5 = ° ‘ < S.S. Taxes T . 
New Orlean . La 7.25 9 7 8 9 ¥ : i Faxes T.W. *Ineludes le city tax. | 
Lake Charles, La , 20 9.75 8 FILLS San Francisco, Cal la-S 1405 1 :2.3 
Shreveport, La 6 8.5 3 *10 Los Angeles, Cal 13 14 | 10 
l alayette, La ‘os 10 % *10 Fresno, Cal 14.5 15.5 i [2.5 HUMBLE OIL & REFINING CO. 
Bristol, Teon 10.25 9 75 8 13 Phoenix, Ariz 14 15 ) 12 5 a ee C ae. 
Chattanooga, Tenn 9 5 12 8 12 Reno, Nev ise 16.5 5 13.5 74 Octane Aviation Gasoline, Clear 
Knoxville, Penn 10 12.5 $ 3 Portland, Ore 14 15 6 13.5 : lank Car 
Memphis; Tenn 8 10.5 8 11 Seattle, Wash 14 15 6 13.5 FOB Baytown, Tex eee ; 8.5 
Nashville, Tenn 9 9.5 8 ll Spokane, Wash 15.6 16.5 6 116.5 
ee Taxes: Louisiana has kerosine tax of le per gal.; Pacoma, Wash i I> 6 M1365 . _ — ‘ 
in addition New Orleans has le parish tax, none of Flight Gasoline CONTINENTAL OTL CO. 
which are included in above prices. (Third Grade) Conoco Special Gasoline 
Pri e basis lo dealers l ndivided dealers get dealer San Francisco, Cal :2 13 1 T.W. & 
price, less 0.5¢ ial Achaea: Cal 115 125 1 Dealer Gasoline 
_ Price basis to commercial consumers: Effective May Fresno, Cal 13 14 1 Price Taxes 
| l », L937, thera territory: commercial consumers taking Reno, Nev 14 15 > Denver, Colo 15 2 
0 gals. or more at one time will be billed at posted Phoenix, Ariz 11 12 6 Cheyenne, Wyo 5.5 5 
consumer t.w. price; those taking less than 50° gals Portland, Ore 12.5 13.5 6 Helena, Mont ae te 6 
at one time will be billed at de per gal. over posted Seattle, Wash 12.5 13.5 6 Salt Lake City, Utah. . 18 5 
consumer tw. price. Generally, the posted consumer Spokane, Wash 13 14 6 Albuquerque, N. Mo... 14 *6 5 
tw. price will be equivalent to the dealer price less Tacoma, Wash 12.5 13.5 6 *Tneludes city tax of 0.5c. 
; 1 | ; 
O.5e¢ per gal *Arizona has kerosine tax of 5c per gal. not included 
in above prices 
Washington has 0.25ce per gal. tax on kerosine s. O. CALIFORNIA 
Ss tiles not in luded in above pric Cs Stanavo Aviation Gasoline 
4 a > ° ‘ Discount to 100% dealers, thru territory, off posted Tw 
» » _ : f " Baw < 
| Humble Oil & Re fining ( 0. t.w. prices, on gasolines: on Standard Ethyl, Standard ’ ; "i 
Humble Motor Fuel ve — me Stanavo Aviation, 3e per gal.; on Flight mgood cag il H . 4 
| gasoline, U« : Fh s, Us 
(Regular Grade) > } * cok : San Francisco, Cal 15.5 i 
a o commercial consumers: © an wagon price . Ne 17.5 ) 
Gaso- Kero- on single deliveries of 40° gallons and over Stan Re oy aay ihe , , 
line sine avo Aviation, Standard Ethyl and Standard Gasoline Portiond, Ore a : 
rw. S.S. Taxes T.W Pane Sani eign od ca teaser Morr sae Senne Seattle, Wash 16 6 
= iio = _* 3 Flight) Gasoline, 2c per gallon. Tank wagon : pag r 
Dall i = : a Spokane, W ash 19 6 
allas, Tex : 11 , 2 delivery, less than 40 gals., le per gal. above posted : . ; 
Ft. Worth, Tex 7 11 5 re tw. price Discounts on kerosine: in tank cars, 3c¢ Nole: For discounts, ete., see note under Standard 
Houston, Tex 8.5 2.5 9 8 off tank truck price; plant deliveries to jobbers, 2.5e and Flight gasoline above 
San Antonio, Tex 8 12 ) 8 below tank truck price (Continued on next page) 
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Tank Wagon Price Changes 


(Continued from preceding page) 


Naphtha (In Tank Wagon) 
Ss. O. NEW JERSEY 
Posted Tank Wagon Prices 
Mineral Spirits V.M.&P. 


Newark, N. J oie RE .S 15.5 

Baltimore, Md....... is.5 

Washington, D.C.... 15 RY: 
Discounts: Buyers taking following quantities 


at one time, get these discounts. Newark, 2c per gal. 
on 200 gals. or more; less than 200 gals., 0.5c higher 
price. Baltimore 2c off on 25 to 100 gals. and 3c on 
over 100 gals. Washington, 2c off to contract buyers. 


ATLANTIC REFINING CO. 


Philadelphia, Pa.......... 12 14.5 
Lancaster, Pa...... ¥* 13.5 16 
Pittsburgh, Pa... .....<.- 14.5 14.5 


Note: Prices for Mineral Spirits also apply to 

Stoddard Solvent; and prices for V.M.&P. Naphtha 
apply also to Light Cleaners Naphtha. 
_ Discounts: Philadelphia, 200 gals. or more at one 
time, 2c per gal. less. Lancaster, contract buyers 
taking 1,000 gals. or more per year, one drum up, 2c 
per gal. less; non-contract buyers, 200 gals. or more 
at one time, 2c per gal. less. Pittsburgh, 500 gals. 
or more at one time, 2c. 


Ss. O. OHLO 
S.R. 


V.M.&P. 
Solvent Naphtha 
"RPO CRUG Ss oc db dss caus 12.5 13 


Note: V.M.&P. naphtha prices also apply on Dry 
Cleaners naphtha, special Varnolene, Varnolene and 
Sohio Solvent. Discounts to contract consumers off 
t.w. price; 300 to 999 gals., 0.5c; 1,000 to 2,499 gals., 
0.75¢; 2,500 to 4,999 gals., le; 5,000 or more gals., 


5c 
S. O. INDIANA 
Prices include slale and federal lares 

Oleum V.M.&P. 

Spirits Naphtha Stanisol 
Chicago, Ill 16.7 17 16.4 
Detroit, Mich 19 7 18.7 20.2 
Kansas City, Mo 14.4 15.4 14.9 
St. Louis, Mo R 14.7 ery 13.4 
Milwaukee, Wis 19.3 20.3 19.8 
Minneapolis, Minn. 19.5 20.5 18.2 


Nole: All prices, with exception of Missouri points, 
include state tax. Prices shown are base prices, before 
discounts 


Naphtha (In Tank Cars) 


InjVank Cars (F. 0. b. refinery or seaboard terminal 
except Ohio, delivered price. 






V.M.&P. 

Naphtha Spirits 
Baltimore 9.50 8.50 
New York Harbor 995 8.75-9 
Philadelphia district. . 10 $.25-9 
Boston Bb ods Sows 9.5 9.5 
Providence. . . ; : 95 9.5 
fOhio points, delivered Sis "8.25 


*This is on rubber solvent. 

fOhio prices are those of S. O. Ohio. Its prices for 
D.C. naphtha, special Varnolene, Varnolene and 
Sohio Solvent are same as for V.M.&P 


. ’ 
Price Changes 
Dates and amounts of changes. 
See table for full current prices. 


S. O. New Jersey—Kerosine: 

Charleston t. w. up 2.75c, Feb. 7 

Socony-Vacuum—Kerosine: 

Buffalo and Jamestown t. w. cut 0.2¢ 
Rochester cut O.1¢c, Feb. 5. 

Bridgeport t. w. cut O.le; Danbury cut 
5e and New Haven cut lc, Jan. 25. 

Bangor t. w. cut 0.4¢, Feb. 2. 

Buffalo and Jamestown t. w. up 0.1¢, 
Feb. 15. 

Atlantic Refining—-Kerosine: 
Wilmington t. w. up 0.25¢c, Feb. 10 
Annapolis and Baltimore t. w. up 1e, 

Feb. 9 

Richmond t. w. up 0.3c, Jan. 27. 

S. O. Ohio—Sohio X-70 and Renown Gaso- 

fine: 

Toledo dealer price cut O5e, s. s. le, 
Feb. 19. 

S. O. Nebraska—Kerosine: 

Scottsbluff t. w. cut 1.4c. Feb. 16. 

Correction Continental Oil: 

Feb. 7th reduction in Conoco Bronze 
t. w. at Albuquerque was 2.5c_ in- 
stead of 1.5¢ as stated in Feb. 14th 
N.P.N., Page 42. Reduction in De- 
mand t. w. was 1.5¢ as shown in that 
issue 

Continental OilConoco Bronyz->- and De- 

mand Gasoline: 

Casper t. w. cut le, Feb. 1 

Fuel Oil 

S. O. New Jersey: 

All t. w. fuel oil prices discontinued 
thru territory 

Soconyu-Vacuum Oil--Nos. 2, 3 and 4: 
Rochester t. w. cut 0.2c, Feb. 6. 

Atlantic Refining —-No. 1: 

Wilmington up 0.25¢e Feb. 10 
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Coming Meetings 


Ohio County Petroleum Industry Committee 
Officials, State Conference, Deshler-Wal- 
lick Hotel, Columbus, Ohio, Feb. 26. 


Liquefied Petroleum Gas Assn., Cincinnati, 
Ohio, Feb. 26-28. 


Ohio Petroleum Marketers Assn., Deshler- 
Wallick Hotel, Columbus, O., Feb. 27, 28 
and 29. 


Illinois Petroleum Marketers Assn., annual 
convention, Hotel Pere Marquette, Peoria, 
Ill., Feb, 27-29. 


lowa Independent Oil Jobbers’ Assn., an- 
nual meeting, Hotel Fort Des Moines, Des 
Moines, March 5-7. 


Indiana Independent Petroleum Assn., 
Spring Convention, Hotel Severin, Indian- 
apolis, Ind., March 6, 7. 


American Society for Testing Materials, 
Statler Hotel, Detroit, Mich., March 4-8. 


Retail Petroleum Dealers Assn., Ine., Los 
Angeles, Calif., March 6-8. 


American Petroleum Institute, Mid-Conti- 
nent District, Division of Production, 
Wichita, Kan., March 14, 15. 


Society of Automotive Engineers, National 
Aeronautic Meeting, Washington Hotel, 
Washington, D. C., March 14-15. 


American Petroleum Institute, Pacific Coast 
District, Los Angeles, Calif., March 19. 


Oil Trades Assn. of New York, Annual 
Meeting, Waldorf Astoria Hotel, New 
York, N. Y., March 21. 


Independent Oil Men’s Assn. of N. E., 17th 
Annual Convention, Copley Plaza, Boston, 
Mass., March 28. 


American Petroleum Institute, Southwest- 
ern District, Division of Production, Hous- 
ton, Tex., March 28, 29. 


Western Petroleum Refiners Assn., Annual 
Meeting, Allis Hotel, Wichita, Kans., 
March 31, April 1, 2. 


Society of Automotive Engineers, National 
Transportation & Maintenance Meeting 
Mellon Institute Auditorium, Pittsburgh, 
Pa., March 28-29, 


The Michigan Petroleum Assn., Sixth An- 
nual Convention, Detroit-Leland Hotel, 
Detroit, Mich., April 3-4 


American Chemical Society, Cincinnati, 
Ohio, April 8-12. 


Armour Institute of Technology, Annual 
Midwest Power Conferer ce, Palmer House, 
Chicago, Ill., April 9-10. 


Society of Exploration Geophysicists, An- 
nual Meeting, Stevens Hotel, Chicago, Il., 
April 9-11. 


National Petroleum Association, Semi-An- 
nual Meeting, Cleveland Hotel, Cleveland, 
O., April 18-19. 5 

Pennsylvania State College, 9th Petreleum 
and Natural Gas Conference, State. Cql- 
lege, Pa., April 26-27. 


Petroleum Industry Electrical Assn., Dal- 
las, Tex., May 1 to 3. 


American Gas Assn., Natural Gas Section, 
“ Houston, Tex., May 6-10. 


American Assn. of Petroleum Geologis:s, 
Stevens Hotel, Chicago, April 10, 11, 12. 


American Petroleum Institute, Eastern Dis- 
trict, Division of Production, Columbus, 
O., April 11, 12. 


National Petroleum Assn., 37th semi-iinnual 
meeting, Hotel Cleveland, Cleveland, O., 
April 18, 19. 


American Institute of Mining & Metal- 
lurgical Engineers, Open Hearth Confer- 
ence, Pittsburgh, Pa., April 24-26. 


American Society of Mechanical Engineers, 
Spring Meeting, Worcester, New York, Ho- 
tel Bancroft, May 1-3. 


American Institute of Chemical Engineers 
32nd Semi-Annual Meeting, Statler Hotel, 
Buffalo, N. Y., May 13, 14 and 15. 


Natural Gasoline Assn. of America, 19th 
annual convention, Hotel Tulsa, Tulsa, 
May 15, 16, 17. 


International Petroleum Exposition and 
Congress, Tulsa, May 18-25. 


American Petroleum Institute, 10th Mid- 
Year Meeting, Blackstone & Texas Hotels, 
Fort Worth, Tex., May 27-31. 


Illinois-Indiana Petroleum Assn., Eighth 
Annual Petroleum Conference, Robinson, 
Ill., June 1. 


Society of Automotive Engineers, Summer 
Meeting, The Greenbrier, White Sulphur 
Springs, W. Va., June 9-14. 


American Society for Testing Materials, 
Chalfonte-Haddon Hall, Atlantic City, 
N. J., June 24-28. 


National Lubricating Grease Institute, An- 


nual Convention, Stevens Hotel, Chicago, 
Ill., Sept. 30, Oct. 


National Safety Congress & Exposition, Ho 
tel Stevens, Chicago, Ill., Oct. T- 





SOCONY-VACUUM OLL CO. INC. 
S. O. New York Division 





kerosine 
ATLANTIC. REFINING 
Numbers 

l 2 7 5 6 
Phila., Pa 8 7.00 7.00 7.00 4.25 3 
Allentown, Pa 8.5 7.00 7.00 7.00 
Wilmington, Del 8.00 7.00 7.00 7.00 
Springfield, Mass. 9.0 7.7 
Worcester, Mass 8.0 7.0 7.0 
Hartford, Conn $.5 7.3 > aoe 








TANK WAGON MARKETS. HEATING OILS 
Prices in Effect Feb. 19, 1910 


Following are posled lank wagon prices of various grades of healing oil at the points shown in various territories 
Prices are in cents per gallon 


90 


Nos. 

2&3 No.4 
New York City 7.00 7.00 
Albany, 3, ese 7.20 6 
Rochester, N.Y , 4.00. 
Boston, Mass 7.00 6 
Bangor, Me 7.60 7 
Manchester, N. H 7.00 7 
Burlington, Vt 7.90 7 
Hartford, Conn 7.20 7 
New Haven, Conn 7.20 7 
Providence, R. I $.20 7 


Note: Prices for No. | fuel in Socony-Vacuum 
territory same as for kerosine which see in tank 
wagon table for various cities; prices change with 


Ss. OO. OLLO 
No. | No.2 No.3 
Poledo 750 7.50 7.50 
Rest of Ohio 7.50 7.50 7.00 
Vole: S. O. Ohio prices are for full compartment 
hose dumps, bucket dumps are 0.5e per gallon higher 


S. O. INDIANA 








Stanolex Fuel and Furnace Oils 

No. LL Stanolex 

Fuel Furnace 
Chicago a)6.75 6.75 
Indianapolis b)7.8 
Detroit 6.6 
Milwaukee 8.4 @.8 } 
Minneapolis 7.8 7.8 | 
St. Louis Get c)6.7 
Kansas City 6.8 6.38 


(a) For 400 gals. and over; 150 to 399 ¢ als., 7.25: | 
1 to 149 gals., 8.25c 

b) Excluding 4c state tax | 

c) For 400 gals. & over; 100 to 399 gats., Je; Ll to 
99 gals., 8e 
Nolte: Small-lot deliveries of light fuel oils range 


up to 2c higher than above quotations 





















































All prices ¥ EXP 
spol ch ioe rp page are publisher’ of AN 
seaboard lerm ts 90 days. Price rs opinion of open mark ry 
on product ninals in districts d sin cents per galle irkel quotations or sal. | 
wls made fre L desiqnated ; llon, ercept heavy sales, for spot shi | 
method, A.S.T.M_ I om legally ceeaiamesae unless otherwise not avy Fused orignal pot shipment (10 to 15 | 
. I-357-337T: andl ; dcrade. Unless « the ed. Federal. stale ars per barrel. in t 5 davs). In carae } 
: ubricaling oil speci therwise vided eor municipal tar oh ank car lots. f.0.t yo markets, 
A t I; . ‘ pecitications dete t. gasoline octane r es not included P ee hb. refineries or 
antic Const Re Fe ermined according to Heme are delermined hee quoted anply 
‘ ‘finers’ & T AT. nlite. ones .F.R. M 
Quot a t ' a) rs & I a n k er 7" » hd ods, unless otherwise oe | 
ons (FOB Refi : erminal Oper: : a | 
waiuahtiaaa oa or we | 
Prices Effecti F erminals) peg sine & Gas Oils 
Di 3 ee ive Feb. 19 h 43 or bel ees es 
— MOTOR GASOLINE 43 or below diesel index gas oil... ... p) 4.50 
(a N harbor 60-64 Oct 68 seas 48-52 jee — was cil.:........ (n)4.00 
a - a 5-6 . 5a.=9 as “ idex gas oi ee f | 
a a ee sai ae 68-70 Oct 72-74 kK 33-37 diesel index a aa 
Philadel . >. 375— 6.70 0 7 30 66 ° Oct erosine and 08 & above... fas oO is is ° Saeed | 
k F ‘phi: “+ r) 6.40 - ss rot 6.75 . arn —s . : ees (p)4.375 | 
ner" ss 6.50 = 6.73 ‘iu 6.375 6 =< 6.50 — 7.70 wdletoses 1 Fuel: Prices quoted by refiners f sreseee (pt ig 
orfolk 6 7 09 m)6.75 sg 6.40 = Hy 5.60 6 5 : ‘rs for othe : 
. ; =? ~~ ‘ pad é.20 = - of rope ta 2 | 
Wilm ton : (r 0.49 _ m 6 =2 6.50 6.7 7.60 7.80 >. 90 6 50 MOT products fallow | 
Char’ston m)6 =~ 6 50 y a0 6.75 7 76 im)5 Ta ’ ITOR GASOLINE | 
Savanna mi =~ 6.75 - 6.75 - 7 oe 2.90 ¢ > ; 
i h n)6.75 > 00 o 7.73 mae ». 00 Feb. 19 
dine . i 6.75 s 7 00 - 7 73 no : | 
se pe " 25 6 m)6.75 pat ra 00 <4 = pis a. ‘ ‘ 60-62 61-63 
1, : Wee ot 6 36 & ie 2.89 = 5 U 0 . yravit 6. 682 
Sem r) 6.25 ~6 ri a ki a 7.53 (p He 6.00 on See Gravity, Pe 66 
M sacola 6.25 6 Son 7.00 £-09 i.29 Spt 6.00 0 oct. unleaded 5.25-5 . 390 e.p. SEGUECY 
4 obile (m)6.623-€ m)7 00 7.00 7.95 4 o) 5.625 65 oct. unlead d= 5-35.50 (p)5.25-5.375 375 e.p. 
Por tland ree : 7 m)7.00 (r) 7.00 -7.93 5.50 5 625 68 oct. par 3 5.50-6.00 (5.508.605 (p)5.375-5.50 
FOStOn Je 7.00 - 7.93 m) 5.50 —5.625 70 oct. t aded 5.75-6.25 9.90-5.625 (p)5.625 ripen 
» = -~- ‘ an pd . unter sa = -_) 15.875 .625-5.75 
Providence Pee agg m)6 95 (m)7_.00 - Ss 5.50 5 623 7.74 oct leaded (p 5 875.6.95 — A no (m6 on ) 
6.80 — 795 cr) 6.75 -7.25 mi 50 6.75 — 7.00 a 9.50 —5.625 leaded . eke n)6.125  (n)6.25 
Sieg m7. r)6.75 750 7 n) 5.50 -5.625 er : 
N FUEL OILS —P m6.75 673 — 7.30 m)5.90 Pig (n)6.00 — (n)6.00 
a . a Nos. 2-3 : rices Effective Feb. 19 6.75 750 : >. 70 -6.10 KEROSINE | 
ig : 5 N = » 5.70 ~€ ; ; | 
| is irb., barges = i 6.00 4 o. 4 ” » 10 41-43 grav. w Feb. 19 F } 
Philadelphj ‘ y 6.00 2 10 6 00 oe. 5S — Xe : 125 rig eb 13 
| dikes... : ‘73 =0_ 4 ve 6.00 $1.70 $1.85 No. 6 G . gS . oY $.29 150 
- las "50-5 $ $1.50 pee rd AS OILS 
varleston eat D 0 — 5 35 (m)$2.00 Selow 43 diesel i | 
| Savannah... : m5 =O ewe $1.46 -$1.80 ‘$1 $1. 70 4 B47 diesel — (n)4.00 
Jacksonville 5 m)$1.47 $1.25 -$1.50 d ® diesel ind es .(p) 4.00 -4.12 n) 4.00 
Vampa ‘ (r) $1. 25-$1.50 53-57 diesel nde x. 4.125- 4.23 (p) 4.00 —4.125 } 
Portland m $1.50 a0 & abave ex... (p) 4.375 20 1 o% 125 
2OstoOn - Sa iehneeete he . . . (n)4.50 p Bi5 | 
Provide ied 10 m)$1.45 n) 4.50 
aos r) 5.20 -5.7 m)5.40 ase "4 LIGHT FUE : 
| r) 9.20 -5 Ld r) 5.20 -5.70 m $2. 16. _ 2 . No. 2 : r FUEL OILS | 
: : = 9 rdeghks _ wis I 97 
“pee (c) Bunker cha a eee $1 $1.80 m) $1.50 once (n) 4.125 | 
| Y. hart © Fuel 75 ~$1. 8 mi $1.50 DIESEL 7 | 
a an c) Diesel 0} ] : 0 ( . yeas WESEL and BUNKE 
Philadelphia f3i-so * —— New York E m) $1.50 c) Diesel Oil. . oe OILS | 
vi more 95 = do $2.9 ; , ; ‘rade C ae 2 
Norfol de ( » - $1.50 $2 ano Cents pe : uxport Ou or Grade € bunker oil $0.9 - $1.70 
k m)$l 5 ery oO t : b ~ Oo -~$1 ‘ 
50 20 per gal. i x ations # unker 05 $0. 
Charleston m) $1.50 CYLINDE bbls. FAS New York aa ae se 0.90 -$1.05 
Savannat ‘ 9 > 5 ANDER O - : or — $1.00 - ; 
Jackse aide ( ; =) Bright stock ILS (Penna. P $1.05 $1.00 -$1.05 
——— mn) 98 . 45 20 Light, 23 Fel paaiaets MID-CON’ = 
iene m) $1.45 $1 $! :995 ght, 2 p.t = eb. 19 Feb. 13 Cents pe -CONTINENT LUBES 
“ne m3 »-$2 eutral »Y SEO? ae gal. at G ie a 
paves { $I 10 31 te $2 10 Neutral oil p) 34.00. 36.00 ee 3 per gal Gull ape JUBES 
oe on (m)$1.50 »- $2.10 200 3 ¢ : » 306.00 FOB te - ages, FAS.: i 
Providence (m)$t.50 $2 - - 1503 pat =) p.t n)36_00 aaa iia | 
(1 -s # s ) 9 9 Ww. oo . " 
seamed $2.10 = = se .n., uae a (p) 34.00-36.00 oe 200 vis. D v) P — | 
“.< > : 99° : : ‘ » ackage 
Di a 6 s.r. untilt p) 22.50-23.00 p36. 00 stock - 210° brt. ackages Bulk 
ienel Oi sas House 100 fl s (p) 24.00-26, pi23.0 9 : 
St it Gas Oi 630 fl.. s. P) 24.00-26.00 (p) 24.5 . 200 vis. I 2 (n) 36.50 
N.Y.1 sa 28-34 pias p) 25.50-27.00 (p edie oy aged a : (n)30.80 
arbor ante Leis p) 31.00-32 26 .00-27.0 150 vis (nasa 5 ; 
Alb ni Gravi 32.00 ae 0 vis. D n)35.§ 
rye 5.10 es S p) 32.00 stock 0 : “dba: pane (n)29.80 
tiladelphia 5.20 5.20 Seaboard . stock 0-10 p.p......(p) 32.5 
“tea ga 5.00 arc W ax Que t ° 150 pe pas “p Aye 33.00(p) 26.80-2 
rn T ia ‘ € : is, E 2 cont 31.50 mee 27.00 | 
thee ca 5.00 ore (A ‘ 1 "te Tests. Meltir ) ations : stock 210°) brt. (p)25.80 
we” ‘ston 5.00 » ) : tigher tha “= ig points, h : 00 vis ; *5 . (n)31.5 
| ~ kson ville 5.00 2.00 Domestic pr “se pt ° Report. oulons are 4.M.P stock 0 = 210° brt. iad (n)25.80 
| ampa 5.00 2c discour . iF . wete’se . ices, FAS ee 10-25 ~ Pp... (m\2) © 
f 8. » ©. -2: --- (nde 
Portland 5.00 where mr allowed for shi = he bags, c.l. ~ * 9 ip cole Ie So wae ae (n)25.8 
Boste . Scale soli ipment in t » with 200 vis. No. : n)30.50 >. 80 
| +. nm 5.40 aon Pci solid; fully refined 6 uk, except s. No. 3 col. neutral: (n)24.80 
ovidence 5.20 5.50 pices Rilesuve d slabs in bags Pe p.p.. al: 
es ee By : coese | 9 
| P >». 20 - ~ Feb. 19 ~ 29 Pp. : . = ” (n)16.30 
| - > ve : vis. N © ‘ - a maha 
ac Ps. J New Y No. 3 ec » (nm) IL: 
e) (QO ific Export 121-6 Y.C. scal Domestic “~~ 0-10 p.p 1. neutral: >. 80 
. . ” ate ~ of . ‘ 
| ety katie at seaboard, I +4 W.C. scale s° < oe 10-25 p.p... + (M2750 ( e 
oe gal., except where: os Angeles, carg —? W.C, scale p) 5.50 -5.75 n)o 907 . (m21.00 bo 15.80 
I other ol l Pp n)l 
‘rices Effective 1erwise noted go lots poe Fully fa 5.50 5°75 Aig 5 75 SOUTI ; 5.30 
U. S. Mot Feb. 19 : 193-3 ully efd (m6.25 . 5.75 (Vis. at 106 1 TEXAS LUBES 
oe ciate or, under Feb. 12 130 vaphk wig rfd i Ne 6.30 a »° cold test 0, bulk 4 ES 
BN ees. | vas = 77 megs Sully rfd (h&p)6.10-¢ m7 50 cea Br export shi . : 
a blend, 65 oct. 75 — 6.00 5.75 13:3 5 Fully rfd : (h&n)6 — n)7.75 Unfiltered Pale Oils terminals. ipment, FOB 
390 e.1 or ‘9 — 0.00 135-7 Fully rfd.. (h&p)6.65-6.85 n)8.00 Vis Cc ee Feb. 19 
‘ e.p. blend 6 00 6 95 108-11 rhe -65-0.85 m8 5 . ‘olor . Fel 
390 ep. bl , 66 oct. 6.1295 >. ad 6.00 x l white Match = 5.90 100 No.3 » 13 
375 i — 68 oct. 6 a2o- 9 375 6.125 6.25 wax atch : n9_00 200 No. ; 6 oO 
' 7 3° ) = 375 = » ) - 
(d): lend, 70 oc 9 ~ 6.50 foo 6.375 5 0.3... ey 6.50 
‘ eetirn aravity _ 6.375- 6 75 : 25 — 6.50 n&t)7_00 — — 3 7 on. 8 8A 6 6.50 
osine Aer aie 375-675 500 No. 33 8.00 — « ‘.o 8.50 
41-4: - or ’ ar == 3 +00 » 
Mr a3 erav.. ww. kore 125-5.00 4.25 196 VC eon) New Orleans Bo No.4. 9.00 -10.50 : 00 — 9.00 
: grav., w.w. kero ». 4 0 5 00 ‘ ~? 5 00 ] twice ale... Export on 10 No. 4 . 8.50 -11.00 ° 00 10.50 
Cargo lots, per bil. 00-550 3.00 ~ 3.50 134-6 WE ee n)5.50 2000 No. 4... 10.00 -13.50 10.00 13.50 
Diesel fuel. 24 “% ° 200 5.50 12: 5 Fully . fd. aes Red Oils: 10.25 “4 -13 50 
Diesel fuel, ana above $1.25 -$1 35 pie Fully rfd ° p) 5.50 -5.75 Vis jn 25 
f) 30-34 grav er24.. $1.15 $1 35 $1.25 $1.35 130 30 Fully efd aches 100 _ Color 
a $1.25 $1.15 $1.25 pees cna 14 ae tl ah a 
(g) Grade C fuel. ||” $1.25 -$1.33 i = ; 4 5 Fully rfd “i rn 7> aon ‘a B20, 5%. 6.00 6.30 600 
In Ships’ B +++ $0.68 ~$0 23 $1.25 -$1.35 35-7 Fully rfd. vs newer sat = 2-6 . PY a0 8.50 7 5 6.50 
unkers, or d. 73) $0.68 —-$0.7 m$.50 200 No. 5-6 8.00 -— 9 ¢ +00 8.50 
(f Diesel fuel eep lank lols, per bbl 0.73 m)9 00 750 No, 5-6... - 0-00 -10 00 8.00 9 00 
(eg) GradeC fuel $1.35 $1 45 Mes - 1200 No. 3-6. 950-11 i 9 00 -10 50 
| Cased . $0.85 b S2. 35 £ ( . 2000 No. 3-6 10 1.00 9.50 
sed Goods: (Per c: 85 -$0.90 $0 85 $1.45 FOR shi 7u Coast B NO. 0-6.. ) -13.50 10.06 11.00 
dg M sa 85 -$0.90 20 ose tak at Gulf for d ; ulk ae 10 Paes 
400 e s . rbls domestic ¢ 25 
| + Fimo blend. under $1.45 -$1.55 $1.43 Prices quoted by indi estic and export; mit Ta k 
373.400 eae: $1.5 Tan eesee products nals gna GCRA i A nker Rates 
~ ep ble 50 -$1_ of 2 iw GCRA specifi oa refiners 7 pproxi ae < 
65 oct. & end, 0 $150 peciticati . son their mate freigt 
| . a ‘ . $ as “Re ons [ ight rates ce 
| (d) 40-43 ¢ ech $1.60 is 1.60 GCRA Spec. Feb. 19 ollow ites cents per bbl 
ey ee $1.70 $1.60 -$1 63 oct c. Motor Fuels Gulf-N Last 
y . - » octal Fy . ull- . m ; 
Kero., p.w. $1.40 -$1.50 aa ieacaais ve unleaded N.Y gs hot. of Paid —— 
| U 5 . (CF a ede. Nas : @ Ask 
| $1.35 ~$1_45 $1 40 -$1.50 70 octane (CFR unleaded, . . . 5.75 - 6.00 fuel. (10 Ivy. Crude & 8 
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a) In barg aa 72-74 oc ane (CFR) unlead ...(p) 5.875 ‘e~4 « rg rude, (30 G y 60e 5¢ 
prices es ih rae Sota. (c Shiy - 74 octane (CFR a $9-6.25 G wr ea way. 59 to ole 
x own above ; 8 bunkers , aded.... . vee rasoline ms 
k) Continental por (f Pacific & ikers. Lighterage. a0 -- 6.00 —- 6.95 Kerosine . 53e 53 to $5 
quoting. (n gad in range b a a0n ge, additional at som 2 Light Fuel 66ce 66 a 55e 
) 2 re ms e etwee — g ae) seiechic- e i . “eS ue Oo 68e 
(v) New steel erga Tucting a) N Bordeaux oo we Specific stine toe a included. (d) 15 om 7; tle 
Ss. (Ww P . o quoti amburg : . . | Sh; . 30 tire . ae my fos 
ast paid fo juotations repor g. both inclusi 1) Shipment i ire point > 72 to T4e 
panied cana: eported. ( : nelusive. (1 nt in bag 4 . (e) For S % 7 bk 
arg > Pp Tw > Vene = gs or in ror san Fr: he 
o. Full cargo light fu finers quoting 1ezuela loading, s: bulk. (i) Less th eon sco Cargo price 
uel rep . (q' Norates eatin puke: “Candee Se lg of 1% ices, add 5c 
ported at 72c ates reported. (r) Tw ampico. 2c Raps 1% sulfur.‘ (j) te per bbl. to cargi 
: " . ° - 3c » ° Secor i ) 
o suppliers quoting per bbl. rer IR Ml pay sone barrels 
g. (s) Sale. (t) Shipm (m) One s “sets 
: Shipment in ti supplier 
nt in tight barrels. 
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CRUDE OIL MARKETS 


Prices in $ per bbl. of 42 


U.S. gals. at the well. A. P. 1. gravity. 


Prices are effective 


7 a.m. of dales as given 














EASTERN FIELDS 
Posted by Joseph Seep Purchasing Agency 
Effective Jan. 1, 1940, except Corning 
Nov. 4, 1939 


Bradford-Allegany (Penna. and N. Y.).......$2.75 

Penna. Grade Oil im Southwest Penna. Pipe 
Lines. . . $2.40 

Penna. Grade Oil in Eureka P ipe Lines (West 
Virginia) $2.34 


Corning Oil in Buckeye Pipe Lines (Ohio). . $1.12 
Posted by Other Companies 
Tide Water Associated Oil Co. 
Bradford-Allegany district (Penna. and N. Y. 
(Itfective Jan. 1, 1940 $2.75 
*The Pennzoil Co.: (Effective Jan. 1, 1940 
Penna. Grade Oil in National Transit Lines*$2 68 
*The Pennzoil Co. posts $2.68 in Cochran, Frank- 
lin, Hamilton and Doolittle, Pa. fields, prices in other 
lower districts range down to $2.63 per bbl. at well. 
MICHIGAN 
Posted by Pure Oil Co. 
(Effective Oct. 9, 1939 


Midland, Midland County....... , -$1 02 
INI era ste a Passa wie, hia Read ee $0 97 
Clare-Freeman. . . . ee 


Posted by Simrall Corp. 
(Effective Oct. 9, 1939 
Crystal, Greendale, Porter, Vernon and Wise. .$1.02 


Beaverton, Buckeye, Bentley, Edenville......$1.00 
Freeman and Redding............... ebue a Meee 
Arenac...... Peru eta Wathen a $0.82 


(E ‘fective Nov. . 1939) 
Weene Sette, ... 2506550 a2 $0.85 
Posted by Sohio ‘é Jorp. (Michigan Division) 
(Effective Oct. 9, 1939) 


Allegan and Kent Counties.............. .- - $1.03 
(Effective Nov. 9, 1939) 
Van Buren County........ . $1.03 


Pested by Bay Pipe ‘Line C corp. 
(Effective Oct. 9, 1939) 


Deutloy dnd Weekes. « . 2c. <<. .cccskcwscss . $1.00 
Saginaw and Wise. .$1.02 Clare.......... $0.76 
CENTRAL STATES FIELDS 
Posted by Ohio Oil Ce. 

(Effective June 8, 1939) 

IMinois and Westerm Indiaua............ , $0.95 
ROTIOMS TROND, 6 65k 5.55 us 6s ce ence sa $1.05 
Posted by ‘Sohie Corp. 

Ulinois Basin: 
(Effective Oct. 21, 1939) 
Salem (Lake Centralia)... .... rer $1.05 
(Effective June 8, 1939) 
Balance of Hlinois Basin. . : ae $1.05 
(Effective Oct. ‘10, 1939) 
Griffin (Ind.) pool, sand wells. ............ .. .$0.95 


Grillin (Ind.) pool, McCloskey lime. ... .$0.85 
Posted by Carter Oil Ce. 
(Effective June 16, 1939) 

Louden, Fayette County, IL. $1.05 
Posted by Ashland Oil ry Transportation Co. 
(Effective June 9, 1939) 

Somerset Oil in Ashlaud Lines, Kentucky: 
Big Sandy River.. .$1.02 Kentucky River. . $1.10 
festern Kentucky 
Posted by Sohio Corp. 
(Effective June 9, 1939) 
Birk City hein, re $0.90 
Posted by Ownesboro-Ashland Co. 








Owensboro Area Wiacelate aoe, wrarataes $1.00 
Corydon Area (Henderson)............ ; $0.90 
CANADIAN FIELDS 
Posted by Imperial Oil Limited 
Weslern Ontarie 
(Effective Nov. 6, 1939) 

Petrolia. . $2.10 Oil Springs. . $2.17 
Alberla Varner Valley 
(Prices f.o.b. field tankage) 

(Effective Jan. 6, 1938) 

Crude = 
40-40.9°.....:..$1.14 $1.40 
41-41.9 1.16 1.42 
42-42.9.... 1.18 1.44 
43-43.9.... 1.20 1.46 
44-44.9 ie Ry 1.48 
45-45..9 1.24 58-58 .9 ; 1.50 
46-46 9 1.26 59-59.9.. 52 
47-47.9 1.28 60-60 .9 1.54 
S6-48.9 os: 1.30 61-61.9 1.56 
49-49 9 1.32 62-62.9.. 1.58 

Sratienne 1.34 63-63.9... 1.60 
1.36 64-64.9 1.62 
“ 4 oe 
Sale: Naphtha, 65 grav. & above.. $2.14 
Absorption Gasoline 
90% Nec., 20 Ib. Reid v.p.............. .. $1.94 
90% Rec;, 17 ib. Reid v.p.. ..4...3.... $2.08 


MED-<« -ONTINENT—Oklahboma-Kansas 
*(For effective dates, see footnote) 
Carter Conti- 





Mag- nental 
Ss. ©. nolia ‘Texas 
Indiana Shell Co. Prairie 
Be low 21 conees See $0.60 
72 63 
74 .66 
76 .69 
78 72 
80 By $0.58 
82 at 63 
&4 8 68 
86 b4 $0.86 73 
88 87 88 78 
90 90 90 82 
92 92 9? 86 
9O4 O4 94 90 
96 96 96 96 
98 98 98 98 
1.00 1.00 1.00 1.00 
1.02 1.02 1.02 1.02 
37-37. 1.04 1.04 1.04 1.04 
38- 38 : CCS ae 1.06 1.06 1.06 
on tt Ce ere 1.08 1.08 1.08 1.08 
40 & above 1.1@ 2. 36 1.16 1.10 


*iffective in 1938 by Carter Oil, Oct. 13, posting im 
Okla. only: Continental Oil, Oct. 11, with lowest 
grade below 29; Magnolia. Oct. 12, posting in Okla. 
only; Shell, Oct. 22; S. O. Indiana, Oct. 17; The 
Texas Co.. Oct. 12. Aug. 31, 1939, by Sinclair-Prairie 

North-North Central and Central Texas 
* For effective dates, see footnote 
Sinelair 
Texas Co. 


Conti- 
Stano- nental 
lind Magnolia 

Below 21 $0 60 
1-21 .9 62 
aaa. ot 
pe es | 66 
24-24.9 68 $0 79 
235-25 .9 70 for 
26-26 .9 r > oil 
27-27 .9 74 below 
28-289 76 29 
29-29 9 Tt wl 
30-309... BO 83 
31-3L.9 e2 85 
32-329 ue 87 
33-33 .9 vO 89 
34-34.9 rT 9| 
35-35.9 90 .93 
36-36.9 92 95 
37-37 .9 ‘wus 94 97 
38-38 9 aw ahaa 96 99 
39-399 98 1 ol 
10 & above 1.00 1.03 


*iMfective Oct. 11, 1938 by Continental, in North 
Tex.; Oct. 12, 1938, by ‘Vexas Co. in North & North 
Central Texas. Texas Co.'s lowest grade is 28-28.9, 
at $0.79; by Magnolia, Dee. 3, 1938. in N. and N. 
Central Texas; Oct. 5, 1939 by Sinclair Prairie in 
Mexia and N. Cent. Texas 

Jefferson County, Texus—Beaumont 


(Posted by Magnolia Petroleum Co., Effective 
Oct. 2, 1939, and by Stanolind Oil & Gas Co., 
for West Beaumont, Effective Oct. 2, 1939) 





Below 20° $0 86 30-30.9.........$1.08 
20-20.9... gate 88 3l-: I $.. < one 
21-23 9... 90 2-32 .9 1.12 
22-22 .9 ; 92 33-33.9 1.14 
23- 23 acs : 94 34-34.9. 1.16 
24-249 96 35-35.9 1.18 
25-23.9.. ‘ 98 36-36.9.. 1.20 
26-26.9... . 1.00 37-37 .9 1.22 
27-27 .9 4% 1.02 38-388 .9 1.24 
28-28 .9 1.04 89-39 9 1.26 
9.29 9 1.06 40 & above 1.28 
TEXAS FIELDS 
Posted by Humble Oil & Refining Co. 
esl Central Teras 
kffective Aug. 11, 1939) 
24-24.9.. $0 7I 33-33.9.. $0.89 
25-25 .9 73 34-34.9 ‘ 91 
26-26.9 75 S>-35..9. . j 93 
27-27 .9 77 36-36.9.. 95 
28-28 9 79 87-37.9... 97 
29-29 9 3! 38-38 .9... 99 
30-30 9 83 39-399 1.01 
31-31.9 85 40 & above 1.03 


i 


32-32.9 
*Iincludes Brown, Callahan, Colemau, Comanche, 
Eastland, Fisher, Hlaskell, Jones, Shackelford, Stephens, 
Throckmorton and Young Counties. 
k:ffective Aug. 29, 1939, Shell posted in Fisher 
county, ‘Tex., prices 3e lower than tlamble’s West 
Central ‘Texas prices; Shell's schedule beging with 
below 25, at $0.68 and ends with 40 & above, at $1. 
Nole: ffective Oct. 1, 1937, Hlumble prices are 
bused on 100% tank tables at 60F. 
*Kast Central Teras 
“oe Aug. 11, 1939 
39." 





23-23 .9 $0.7 ; 2 cs $0 96 
24-24.9 se 83-33.9 98 
25-25 .9 82 $4-34.9 1.00 
26-26.9 b4 $5-35.9 1.02 
27-27.9 86 36-360.9 1.04 
28-28 .9 88 37-37 .9 1.06 
29-29.9.. 90 $8-38.9 1.08 
30-309 92 39-39 9 1.10 
31-31.9 94 40 and above 1.12 


Posted by Pan American Pipe Line Co. 
kiffective Oct. 2, 1939 
Cayuga, Anderson county $0.78 
*Including Anderson, C ‘herokee, Lime estone, Navarro 
counties. 


PANHANDLE TEXAS 
Ilumble Texas Co. 
(Aug. 11, 1939) (Oct. 2, 1939 
Curson 


Gray Hutchin- 


County son Sweet Sour 
28-28 9 . $0.72 $0.67 
29-29 9 74 69 
30-30 9 76 71 
31-3L.9 7é 5 
32-32 .9 80 To 
33-33 .9 82 77 
34-34.9 b4 .79 $0.84 $0.79 
39-35 9 : 86 81 86O bl 
36-36 .9 bY 83 8&8 83 


9 90 Bo 9VU bo 
$9 92 87 92 b7 
9 o1 89 O4 89 
above %6 9! 90 9] 
effective Aug. 31, 1939, Sinclair Prairie met Llumble 
in Panhandle Texas. Dee. 3, 1938, Magnoiia posted 
same schedule as Llumble 
‘EK AST TEXAS 
By Humble, Shell, Sinclair-Prairie, Stanolind, Gull, 
Magnolia, ‘lexas Co., Tide Water-Associated $1.10 
*Iflective dates: Aug. Ll, 1939, by Huamble and 
Tide Water-Associated; Aug. 29, 1939, by Stanolind; 
Oct. 2. 1939 by Sinclair Prairie; Oct. 5. 1939 by Shell: 





Oct. 12, 1938, by Magnolia, Texas Co.; Oct. 13, 
1938, by Gulf 
*Includes Cherokee, Gregg, Rusk, Smith and Up- 
shur couuties. 
Posted by Shel! Oil Co., Inc. 
Effective Oct. 5, 1939 
Polk County, Tex Livingston and Schwab-Wilcox 
areas eae ia $1.10 
NORTHEAST TEXAS 
Posted by Ilumble, Oct. 2, 1939 
Taleo $0.65 
Posted by Magnolia. Oct. 12. we 38 
Cass County and Panola County, Te 
Magnolia posts below 25° at $0.73, hen 2e differ 
ential for each degree, to top grade of 40 & above, 
al $1.05. 
Posted by The Texas Co., Oct, 12, 1938 
Cass County ; ‘ $1.05 


WEST TEXAS and NEW MEXICO 
a For effective dates, see footnote 
lexus Ce 





Stano- Sinclair 
Hlumble lind Shell c) 
Below 20 $0 53 $0.53 
-20.9 . 55 55 
21.9 57 27 
9 59 $0 67 29 
9 d 61 for ol 
9 : 63 oil 63 . 
9 65 Below > $0 65 
» Ae 67 26°. .67 67 
7.9 69 69 69 69 
28-28 9 71 al 7I 7 
29-29 9 73 73 73 7 
30-30 9 75 75 75 75 
31-319 77 77 77 77 
32-32.9 79 79 79 79 
33-33.9 SI 81 a | si 
34-34.9 ; 83 83 83 83 
35-35.9 . 85 85 85 85 
36-36.9 87 87 87 87 
37-37 .9 : : 89 89 for for 
38-38.9... 91 91 oil oil 
39-39 9 : : 93 93 36° & 36° & 
40 & above... 95 95 above above 


Posted by Magnelia Petroleum Co. 
effective Oct. 12, 1938 in West ‘Texas; 
Oct. 15, 1939 in Lea County, N. Mex.) 
West N. West N. 
Vexas Mex. Vexrnas Mex. 


Below 25. $0.63 $0.63 33-33.9... $0.81 $0.81 
25-25 .9 65 > 34-34.9... 83 83 
26-269... 67 67 35-ae..@.... 5 B5 
37-37 .9. .. 69 69 3@-36.9... 87 BT 
28-28.9... 7I 71 37-37 .9. .. 89 for 
29-29 .9. .. 73 73 38-389... | oil 
30-30.9... 75 75 39-39. 9 93 368K 
31-31.9... 77 77 40 & over. .95 ubove 
32-32 .9. 79 79 


Me: Magnolia’ a's West Texas postings ace in Crane, 
Glasscoek, Howard, Mitchell, Uptom and Winkler 
counties. 





Pecos County, West Teras 
Ag by Hlumble Aug. Li, 1939 and Shell, Aug 


% 
Pecos <i .. $0.78 
Yates Shallow Pool (Shell only) : 65 


Posted by Sinclair Prairie Oil Marketing Co. 
Ei@fective Aug. 31, 1939) 
Eddy county, N. Mex. $0.77 

(a) Effective Aug. 11, 1939 by Hlumble; Shell Oi, 
Aug. 29, 1939; by The Texas Co., Oct. 12, 1938; 
Stanolind, Aug. 29, 1989; Sinclair Prairie, Aug. 31, 1939. 

ce) Texas Co. posts $0.65 for below 26; Sinclair 
Prairie, $0.63 for below 25. 

Nole: Humble’s postings are in these counties: 
Andrews, Crane, Crockett, Mctor, Gaines, Glass- 
cock, Howard, Reagan, Upton, Winkler and Yoakum, 
West Texas; and Lea county, N. Mex.; Shell, in Crane, 
Ector, Glasscock, Howard, Upton, Winkler, Yoakum, 
Lea; Stanolind in Hendrick and Henderson field, 
Winkler county; Texas Co. in Ward, Winkler and Lea. 

Posted by Continental Oil Co. 
Effective Oct. LL, 1938) 
Artesia, Jackson and Maljamar pools, New Mexico; 
gravity. schedule beginuing with below 29, at $0.61; 
29-29.9, at $0.63; plus 2c differential for each gravity, 
up to 40 & above, at $0.85. 
COLORADO 
Posted by Continental Oil Co. 
Kiffective Oct. Ll, 1938) 
Ft. Collins and Wellington 


Below 29 $0 81 35-35.9.. $0.95 
29-29 .9 : 83 36-36 .9 ; 97 
30-30 9 ae 85 37-37 .9 ‘ akers 99 
3E-31..9.. ; ae 87 38-389 . Lot 
a2-a2.9.. eas 89 39-39 9 . L038 
33-33 .9.. oa 91 40 & above.... 1.05 
34-34.9 93 


Canon City and Florence, Col. $0 .90 


SOUTH AND SOUTHWEST TEXAS 
Au Shown Below Posted by Humble Oil & 
Refining Co. 
effective Aug. Ll, 1939 
Carroll, Clark, Darst Creek, Hilbig, Salt’ Flat and 


Zoboroski crudes $0.96 

Van crude EPrre ey , $0.93 

Conroe abe ‘ $1.27 
Kiffective Oct. 2, 1939 

Flour Bluff and Jim Wells County P $1.23 
Iiffective Sept. 14, 1939 

Hardin, Liberty county $1.10 


Oet, 12, 7°38, guolia posted #0.96 in Darst Creek; 
$0.87 in Luling; "$0.99 in Lytton Springs; $1.14 for 
Cleveland, and $1.02 in Ha:din, both in Liberty 
county, Tex 

Oct. 12, °38, The Texas Co. posted $0.96 in Darst 
Creek. 

(Continued on next page) 
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| D IL MARKETS ‘xiusécr 
preceding page) 
*“Anahuaec-Dickinson (Effective Aug. 30, 1939 Ln ) Ze for for 
| Effective Oct. 2, 1939 re a aC marae eertege Jind sassakneeeeee || 1.20 L209 oil oil 
} $0.81 9 $1.03 Cotton. Valley Distillate. : $1. 30 | 1.22 L2e 34° & 34° 
| $3 9 1.05 *N. La.-Ark. Sweet includes Caddo, Cotton Valle ay, 1.24 1.29 above. above. 
} 85 9 1.07 Cross Lake. De Soto, Haynesville. Homer. Rodessa, 39-: 1.26 1.3t 
87 9 1.09 Sabine and Sligo, La. crudes. and Miller county, Ark. 10 & above 1.2% 1.33 
| 89 9 i S. La. Sour includes Choctaw, Darrow, N. Crowley, (a) Effective Oct. 2, 1939 by Continental, Humble 
| 9| 9 Las Roanoke and St. Martinsville. S. Ark. Sour includes and Texas Co.; Oct. 3. 1939 by Sinclair and Stanolind; 
} 93 9 Te Buchner, Magnolia and Village pools. Aug. 29. 1939 by Shell. Stanolind’s lowest grade is 
95 9 Bi iy IN. La.-Ark. Sweet crude and S. La. Sour ef- below 21, at $0.88. Refugio, effective Oct. 2, °39 by 
| 97 3.9 1.19 fective Aug. 30, 1939, except Cross Lake, La.. Sept. 7, Humble. 
99 9 Bes saton Rouge-Univ., Sept. 11, and Bunkie and Eola, b) Shell posts these prices in Towa district, Black 
01 ( above 1.23 Oct. 23, 1939; and Ark. Sour, Sept. 13, 1939. Bayou and White Castle, La.; prices in Iowa district 
| *Anahuac-Dickinson includes Cedar Point. Fair- For Below 21°. | have 2 lower grades: below 18, at $0.75, 18-18.9, $0.77; 
} banks, Gillock, Hull, Pierce Junction and Raccoon Effective Sept. 8. 1939, Gulf Refg. Co. mage S. 0. and 19-19.9, is $0.79. 
Bend (shallow sand) and Turtle Bay La’s. N. La.-Ark. Sweet prices in Bull ie 9 —— Note: Humble’s Gulf Coast. prices ag 5 ag na 
| alec . = ; : TT ; , Crichton, De Soto, Haynesville. Homer, and El Dorado Texas fields: Amelia, Clear Lake, Goose Creek, Miran- 
| Raccoon Bend (Dee oo rude) Tomball and Posted by Arkansas Fuel Oil Corp. | do which includes Duval, Jim Hogg, Webb and Zapata 
| Effective Aug. 11, 1939 Effective Jan. 28, 1937 | counties and Heyser and Placedo fields; Mykawa, 
| 22-92.9 $0.95 32-32.9 $1.15 Urania, La gt we Sugarland, Thompsons and Webster. 
23-23 .9 97 33-33.9 1.17 Posted t C sbiodarias’ Oil C Humble’s prices in Refugio — include crades pur- 
1-24.9 99 34-34.9 1.19 pai rs by Con . " “1938 - chased in Saxet, Kast White Point, Greta, O’Connor- 
95-95 9 1 Ol $5.9= © 1.21 Tenetate x ill “4 Pl: Kea 1 ; F : $1.03 McFadden, Taft. P lymouth and Tom O'Connor fields. 
°26-26.9 1.03 36-36.9 1.23 ee ee ea - Me Sats = Z . s Stanolind’ s pric eS ‘apply in High Island and Spindle- 
27-27 .9 1.05 $7.37 9 1 95 Effective Jan. 1, 1939 top; also in Clinton, Hastings and South Houston, 
28-28 .9 1.07 38-389 1.27 Abbeville, La. where, effective Jan. 1, 1940, lowest grade is below 21° 
1 29-99 9 1.09 39-39 9. 1 29 Below 36 $0.92 38-38 54 ... $0.98 at $0.88: rest of schedule same as other Gulf C soast, 
30-30.9..... 1.1 40 & above i 31 36-36 .9 . 94 39-39 9 eer. 00 Magnolia posts Mirando, effective Oct. 2, same prices 
31-319 1.13 37-37 .9 96 10 & above...... 1.02 as Humble. Texas Co.'s prices are in Texas and La., 
Dec. 3, 1938, Magnolia posted above price and Posted by Caddo Crude Oil Purchasing Corp. Gulf Coast; its pric es on Refugio are same as Humble’ s 
gravity schedule in Tomball. Effective Aug. 29, 1939, (Effective Aug. 14, 1939 up to 28 gravity; 28 & above, $1.09; on Duval-Mirando 
Sti inolind met Humble in Tomball, except that Stano- Allison area, Shreveport field... . oe $0.95 same as Humble’s up to 28: 28 & above, $1.04; it posts 
lind’s schedule begins with below 29 at $1.07 List N. I Golden Meadow, La., 24-30 grav., $0.90, plus 2c 
ae : pose eee we differential, to 40 & above, $1.10. 
LOUISIANA-ARKANSAS Effective Sept. iM, 1939 . sg 
: : aie = Posted by Shell Oil Co., Inc. 
Posted by Standard Oil Co. of Louisiana 2-27 .9 $0.66 b2-32 . $0 16 (Effective Aug. 29, 1939 
(Tt) (For effective dates, see footnote = ce 4 . = bo Gibson field, Terreborne Parish, La...........$1.04 
‘ 30-30.9 72 35 H above... $2 ROCKY MOUNTAIN FIELDS 
- ’ =. 31-31.9 74 Posted by Stanolind Oil & Gas Co. 
& : a = s2 Lisbon prices met by Gulf, Sept. 14. ; : , (Effective Oct. 11, 1938) ; 
23 23 os F =% Note: S. O. Louisiana prices in all La.-Ark. fields, Salt Creek, (except Tensleep crude), Midway and 
mis = het =F a e¢ effective Oct. 5, 1938, are on 100% tank table basis. Dutton Creek, Wyo., same schedule as Stanolind 
ok cs .; ~ 2 GULF COASTAL FIELDS | a in {Oklahoma- Kansas, pages. _— ba to 
ra ea 7S Py a> | a) (For effective dates, see footnote) a “iiageend see under id@-Vontinent crude on 
Be low 20 $0.79 Continental Refugio Tensleep, Salt Creek field. ..... ee ; 7; = 
$0.73 $0.83 t$0. 74 $0.63 82 a ee Iles, heavy a er rae 
for for 77 ~=—for 85 ‘Gen sig —— Elk Basin, light. Rardne Shales ttre Palade eae a 
oil oil 80 — oil 88 Stane- Conti- _ c Shell Grape Creek Tight... ccc cis secseceseeess WO 
Below Below 83 Below 91 F lind nental) Texas Co. ~— Frannie light... . Decawae ed oe pak oe ee 
235 5 86 25 94 Below 20 $0.86 $0.91 $0 86 (b)$0.79 Grass Creek, heavy } tae oe . 0.40 
75 £85 89 65 97 20-20 .9 88 93 88 81 Hamilton DOME, WG. . 0. ccccccenscccce. 0.35 
77 87 92 67 1.00 21 21.9 90 95 90 83 Frannie heavy eT ae, 
79 89 94 69 1.02 9 92 97 92 86 Posted by Ohio ait Go. 
81 91 96 71 1.04 9 94 99 94 89 (Effective Oct. 11, 1938 
83 93 98 73 (1.06 9 96 1.01 96 -92 Elk Basin. Wyo. .$0.90 Rock Creek. 1.00 
85 95 1.00 75 1.08 9 98 l 03 98 95 Grass Creek, light 0.90 Lance Creek 0.77 
87 97 1.02 77 «1.10 9 1.00 1.05 1.00 98 Dry Creek, Mont.... Pah aarawe a daracsa 5 ee 
89 99 1.04 79 «(1.12 9 L.02 1.07 1.02 .-— : (Effective May 1, 1938) 
91 1.01 1.06 a | 1.14 9 1.04 1.09 1.04 1.02 Grass Creek, heavy. . . Sn: did, wire So 
93 1.03 1.08 831.16 9 1.06 1.11 1.06 1.04 (Effective Nov. 16, 1937) 
; 95 1.05 1.10 85 1.18 9 1.08 1.13 1.08 1.06 Sunburst, Ment. ...$0.90 
97 1.07 32 87 1.20 9 1.10 1.15 1.10 1.08 Posted by Continental Oil Co. 
99 1.09 144 89 1.22 3 1.12 1.1% 1.12 1.10 (Effective Oct. 11, 1938) 
; LOL 2.) 1.16 91 1.24 9 1.14 1.19 ti 1.12 Cat Creek, Mont. errr ern. 
39.9 1.03 is 1.18 93 1.26 9 1.16 1.21 1.16 1.14 Big Muddy, Wyo. Bagh a helen ERATE enka tier olen) shades oa 
40 & above 1.05 Be 1.20 95 1.2 Continued in nest column Lance Creek, Wyo 7 7 PPO er 0.77 
CALIFORNIA, Posted by Standard Oil of California 
{ll gravilies above those quoted take highest price offered in the field. Prices effective Feb. 1, 1940 
2 £ eo wae 
= s 3 Ses » s2 
t = = . oe =2¢ eo @ 5 
* a oe e § tH~s2%:?t it ee 5< . = 
=e a re) x ss = -& n Oo ¢ ‘ >, mo 
ees § & - FE ££ 8 3 bt 3 & © C 8) 3s 2 S%s; 2 g = G3 
== Pi 7 - qa 2 e = +c 8628 S = a> mn (UC = re = 0 . =" 
“a5 86 = 3 Ss «5 e = sOoS oe ~ ‘ _ =o im ass & = 
swo = @&£ 8s s 98 $8 €&€§ © Sve Ss of 8 = #6 £2 = G32 = ¢ 36 
eh S Sf © 3S SE 2 £ £ Ziq § 22 =& £€ G5 bs «w SEX § GF £ 85 
Gravity aes o« te £ £ 6S ef &§ & Bet Ss BE GC © Cf £8 & waza 8 OS ze nt 
9 $0 65 $0 64 $0.63 $0.64 $0.65 $0.61 $0 65 $0.61 $0.61 $0.62 $0.63 $0.60 $0.60 $0. > $0.60 $0.60 ; $0.42 
9 65 64 63 64 65 61 65 .61 ol 62 63 60 60 .60 .60 a 44 
9 65 64 63 64 65 61 65 61 6l 62 63 . ‘ 60 60 ‘$e 60 .60 . 45 
9 65 64 63 68 65 6l 65 61 6l 62 63 60 60 60 .60 .60 Sind 416 
65 64 63 71 65 65 68 61 61 62 63 : 60 60 .60 .60 .60 Svan 
69 64 67 75 70 69 72 61 65 62 63 P : 60 64 64 64 61 $0.60 
73 64 72 79 76 74 75 65 .69 62 .67 : 60 69 .69 .69 .62 60 
78 64 76 82 81 78 79 69 73 62 72 $0.63 64 74 74 74 .66 .60 
82 69 $1 86 86 $2 82 ee ne 66 76 63 68 79 .79 .78 70 63 
86 75 .85 89 92 86 $0.71 86 78 82 71 81 67 71 84 84 82 74 67 
90 80 90 93 97 90 77 89 82 86 75 85 72 75 89 89 86 on .71 
95 86 94 96 1.02 95 82 93 86 .90 80 89 77 : .79 94 94 90 2 75 
99 91 99 1.00 1.08 99 88 .96 90 94 84 94 82 .83 99 .99 95 
1.03 97 1.03 104 . 1.03 94 1.00 94 .98 89 98 87 $0.83 $0.92 87 1.04 1.04 .99 
1.07 1.02 1.07 1.07 1.07 99 1.03 98. 93 1.02 91 86 96 91 1.09 1.09 1.03 
20 2.07 £11 ie 1.10 1.04 1.06 1.02 98 1.06 .96 90 99 95 1.14 1.14 1.07 
£.6 2.32 2.15 14.34 1.14 1.09 1.09 .02 1.30 1.91 .94 1.062 dn Cl A Te SS ) ee : 
Oe hy 1.17 1.14 Elwood Terrace 1.07 1.14 1.05 .98 1.06 1.02 1.24 1.24 Kettleman Hills 
1.20 1.20 1.19 F. o. b. ship R32 2.38 62:09 1.02 2.469 1:06 1.25 1:3 
1.24 $1.21 L.0S 2.22 2:34 2.406 2.38 1.36 1.504 1.54 war @avke 
S 1.29 L 25 1.20 1.26 1.19 1.10 1.16 1.14 ; «cee 
= 1.34 1.29 1.24 12s 1.44 1.20 1.21 
3 1.39 1.33 1.28 ey a 1.25 
j 1.44 37 Loo Lo: 1:22 3.26 1.29 
= 1.49 1.37 1.36 61.25 «1.380 1.33 
— 1.54 1.42 1.29 1.34 1.38 
= 159 1.46 1.88 1.37 
S 1.50 1.37 1.40 
wa 1.54 1.41 1.44 
a 1.59 1.45 2.47 
= 1.63 1.49 1.51 
ze 1.67 1.53 1.54 
By p ee Re 
- ie 1.61 
48 _ i oe 1.64 
*El Segundo prices same as Signal Hill. Wilmington prices same as Signal Hill, except below 19 gravity prices are: 14-16.9, $0.60; 17-17.9, $0.62; 18-18.9, $0.64. 
**Includes Newhall, Mckittrick, Kern River, Round Mountain and Kern Front, schedule for which ends with 19-19.9. Mountain View schedule begins with 19-19.9. 
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Los Angeles Passes New from Cut Bank, Mont., to Spokane, 


Bond Posting Ordinance Wash., will be let by Inland Empire 
N.P_N. News Bureau Refineries, Inc., it was learned here 
LOS ANGELES, Jan. 20.—Under a today. 3 
new city ordinance, recently passed by The proposed pipeline, to supply In- 
the council, a $2000 bond will be re- land Empire's Spokane refiners Wi ith 
quired for each permit to erect, con- crude, will cost about $2: 500,700 AC- 
struct, maintain, or operate any der- cording to reports. : 
rick, refinery, or natural gasoline : 
plant, or a $10,000 blanket bond cover- More Petroleum Enginee;; 
— — Red $5000 was re- Petroleum is attracting m6 engi- 
cmiek ae pears facility pa " $10 000 neering students than any othr field, 
c c » © ’ Ai a . : 
: aaa’ according to a recent publicxtion of 
anke * two or more facilities. ; il ap 
proce act te fe Seam Pane facili- the American Institute of Mining and 
an ae aban See this new amend.  @tallurgical Engineers. Metallurgi- 
wee Sige was ousl : : cal engineering takes second highest 
— inate cn honors. 
Now Pipeline to Be Built According to its figures, 790 students 


studied petroleum engineering in the 
TULSA, Feb. 19.—It will be another academic year 1930-31, as compared 











30 days before contract for construc- with 3538 students in the academic 
tion of a 320-mile six-inch pipeline year 1938-39. 
Address all Blind Box Number ads to Na- *4: 
tional Petroleum News, 530 Penton Build- Positions Wanted 
ing, Cleveland, Ohio, unless otherwise spec- 
_— Available April 1st 
Major company marketing executive. 
Age 36. 15 years experience. Retail, 
S Wholesale, and Jobber Sales. Bulk 
i i Plant, Marine Terminal and Trans- 
ituations Open portation operations. Development 
and administration of Merchandising 
WANTED: Manufacturer’s representative on and bg a programs. Ad- 
commission basis. Tulsa. Must be well ac- dress Box No. 15. 
quainted and closely associated with oil 











company purchasing personnel in this dis- 
trict. Line should pay $5,000 per year. 
Box No. 190. 
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Wanted to Buy PHOENIX 
CHEMICAL LABORATORY 
WANTED TO BUY: A used fuel oil truck An Exclusive Petroleum Testing 
complete with tank, hose reel, ticket print- Laboratory 


ing meter, air eliminator, power take-off 


and _ Betts Coal and Oil Company, 
Raleigh, N. C 


Equipped For All Known Tests & 
Research in Petroleum Products 
3953 Shakespeare Ave., Chicago 
Telephone—Spalding 3578 











Business Opportunities 
GEORGE A. BURRELL 


Oil man, age thirty-four, desires enter mar- Petroleum and Gas Enginee! 


keting for himself. Has $8,000. Twelve 


: 7 Design Construction Reports 
years experience as major company state 

rang el ocean terminal superintendent, Suite 1909, 

sulk plant manager, representative real es- - . ee .49 Fi 
pees detuttenenk lavestinaner oe cake and 20 Pine Street 1936-42 Fifth Ave. 
terminal losses, also managed chain of New York City Pittsburgh, Pa. 

trackside stations. All experience in south- 


ern states. References exchanged. Box No. 
191. 
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Classified Rates DETERMINATIONS = _ 

The Gray Industrial Laboratories 
Chemists and Engineers 





“For Sale,” “Wanted to Buy,” “Help Specialists on Petroleum Produc ts 
Wanted,” “Business Opportunities,” 961-976 ie ye Ave. 
“Miscellaneous” classifications, set in NEWARK, N. J. ; 

type this size without border—10 Telephone Bigelow 3-4020 


cents a word. Minimum charge, $3.00. 


“Position Wanted”’—5 cents a word. 
Minimum charge $1.00. 








ROYAL E. BURNHAM 


Advertisements set in special type Attorney-at-Law 


or with border—$4.00 per column inch. 


i Patent and Trade Mark Practice 
Copy must reach us not later than a ae 

Saturday preceding date of issue. Exclusively 
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page are payable in advance. 


Washington, D. C. 




















413 





“STRICTLY PERSONAL’ 


Dixie Distributors of Michigan and 
Texas have elected state officers for 
1940. President R. E. Decker, Detroit, 
Plymouth Oil Co., heads the Michigan 
group. A. A. MeGillivray, Bad Axe 
S. T. & H. Oil Co., was named vice- 
president, and Paul R. Kempf, Ann Ar- 
bor, Staebler-Kempf Oil Co., is secre- 
tary. 

Texas Dixie Distributors named 
Travis Peacock, Vernon, of Cox & Pea- 
cock, president. Odis Gray, Hillsboro, 
Independent Oil Co., retiring president 
was elected secretary, and T. C. Orr, 
Corsicana, Dixie Orr Oil Co., remains 
treasurer. 

* * * 


Two more Chicago oil men, C. S. 
Rosenthal, Apex Motor Fuel, and Os- 
car Peterson, George C. Peterson Co., 
joined the Florida colony of oil men 
who went south to escape the winds 


and snow of Michigan Boulevard. 
* * % 


Staebler Oil Co., Ann Arbor, Mich., 
and one of the oldest independent oil 
companies in the state has changed 
its name to the Staebler-Kempf Oil Co. 
The Staebler company was organized 
in 1918 by J. Fred Staebler and Edward 
W. Staebler. Properties of J. Fred 


Staebler and Paul R. Kempf in Saline 
and Brighton, Mich., were merged with 
the Staebler Oil Co. in 1926. 





Feb. 12-13. The little girl, held up t 
ne by E. M. Taylor. Kinsle. 


XY 


G. Denny Moore, 


A 


Col. T. H. Barton, president of Lion 
Oil Refining Co., has relinquished the 
presidency of the Arkansas Livestock 
Show Ass’n. because he does not be- 
lieve the authority should be vested 
for any great length of time in any 
one particular person. He was then 
unanimously chosen to fill the newly- 
created post of executive committee 
chairman of the association. 


a ae 


Dr. Merle R. Mechan, general super- 
intendent of New Jersey Standard’s 
Bayway refinery has been appointed 
general manager of the company’s re- 
fineries at Baltimore and Charleston, 
Dm. ie Donald L. Ferguson, Dr. 
Mechan’s assistant will succeed him as 
general superintendent at Bayway. 
Both appointments are effective April 
|S 


* * * 


Six Wichita, Kan. men have been 
named committee chairmen to handle 
the 1940 spring meeting of the Mid-Con- 
tinent district of the American Petro- 
leum Institute’s production division, to 
be held March 14 and 15 at Wichita. 
They are: Program Committee, H. E. 
Miller, Lario Oil and Gas Co.; Registra- 
tion, L. R. Pickrell, T. C. Johnson Co.; 
Finance, A. S. Ritchie, McPherson 
Drilling Co.; Publicity, R. E. Adams, 
Cities Service Oil Co.; Entertainment, 
H. W. Cardwell, Allsteel Products Mfg. 
Co., and Ladies Entertainment, Mrs. 
G. A. Holloway, wife of G. A. Hollo- 
way, Lee C. Moore & Co., Inc. All 


committee chairmen are located at 
Wichita. 

a * 
H. C. Wurster, northern division 


manager for Mid-Continent Petroleum 
Corp. has announced the creation of 
four northern district sales offices, and 
the appointment of district sales man- 
agers and assistants. 


C. E. Burright, formerly division 
manager of retail sales, will head the 
district which embraces Waterloo, 


Cedar Rapids and Mason City, Iowa, 
and extending north to Rochester, 
Minn. R. R. Ford, formerly district 
superintendent of the wholesale de- 
partment will be assistant manager 
for this area. 

W. F. Penaluna, formerly division 
manager of wholesale sales at Water- 
loo, Was appointed manager of district 
which includes Des Moines and the 
major portion of southeastern Iowa. 
J. H. Booth, formerly manager at 
Sicux City will assist Mr. Penaluna. 

W. C. Heavrin, former assistant man- 
ager of wholesale department, and H. 





H. Patterson, district superintendent of 
retail department will be district man- 
ager and assistant, respectively, for 
the district which includes the greater 
part of the south and west sections of 
Iowa, and eastern Nebraska. 

The fourth new district, which in- 
cludes Davenport and Dubuque, Ia. and 
extends east and north to include 
suburban Chicago and Madison, Wis., 
will be headed by H. H. Spiegel, for- 
mer assistant division manager of the 
retail repartment, with D. M. Aarons, 
assistant. 

* * * 


John E. Bunce was elected president 
for 1940 of the Retail Gasoline Dealers 
Ass’n. of Milwaukee, Wis. William H. 
Heise was named vice-president, Har- 
old T. Hanlon, secretary, and Arthur 
Gennrotske, was elected’ treasurer. 
Ray Kobs was named chairman of the 
Finance and Auditing Committee of 
the association for 1940. Other com- 
mittee chairmen named were: Henry 
Frey, Delinquent Members Committee: 
Clarence Johnson, Membership; Har- 
old T. Hanlon, Trade Practices; Arthur 
Gennrotske, Welfare; Eugene Krieger, 
Identification; and Robert Dunford, 
Entertainment. 


Leo Nagorski, member of board of 
Cleveland Ass’n. of Petroleum Retail- 
ers, and vice-president of that group 
in 1939, has been named Vice-Mayor 
and President of the City Council of 
Newburgh Heights, a suburb of Cleve- 
land. 


Dr. Donald Price, chief research 
chemist for National Oil Products Co., 
Harrison, N. J., was named first presi- 
dent of the newly-organized Chemists 
Alumni Ass’n. of Columbia University, 
New York. 


* * * 


Major James H. Doolittle, manager, 
aviation department, Shell Oil Co., has 
been elected president of the Institute 
of Aeronautical Sciences. 


* * * 


E, L. “Barry” Barringer, for 13 years 
a member of NATIONAL PETRO- 
LEUM NEWS’ editorial staff and for 
the past 7 years working out of NPN’s 
Chicago news bureau, has joined Ethyl 
Gasoline Corp. For the present, Barry 
will be located in Ethyl’s New York 
office, working under Ralph Champlin, 
public relations director. 


k * * 


F. A. Stivers, president of the Texas 
Empire Pipeline Co., has been named 
member of the Citizens’ Committee, 
succeeding B. P. Sibole, vice president 
of Stanolind Pipeline Co., resigned. The 
committee is composed of Tulsans 
from various civic organizations and 
indorses candidates for Tulsa’s school 
board. Mr. Stivers will be the Chamber 
of Commerce reprezentative. 
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